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Sex & The City shopping spree 


SWEET 

DELIGHTS 

36 The High Street, 
Old Harlow, Essex 
CM17ODW 

01279 421777 


Sat 2 in May 

125% OFF SALE 

Everything Including 
No Added Sugar 
Kids Clothing 

Excluding Chocs, Sweets, Ladies Clothing 


House Interiors Specialised ■ Children’s Interiors 
Baby Accessories ■ Fresh Chocolate Counter 
■ Luxury Ice cream & Much More 


50p where sold 


see page 25 % % 



CLAIMS 


r JIM TANFIELD 

tanfieldj@hertsessexnews.co.uk 

HARLOW MP Bill Rammell 
is calling on rail chiefs to take 
action to prevent more deaths 
on the town’s train tracks fol¬ 
lowing the SEVENTH fatali¬ 
ty in just three months. 

Mr Rammell was speaking 
after the latest incident at Harlow 
Town station in which a man was 
killed after being struck by a train 
on Saturday evening. 

British Transport Police received a 
report the victim, who had still to be 
identified as the Star went to press 




last night but who was thought to be 
in his 40s or 50s, had been hit by the 
Stansted express at 7.23pm. 

His body was discovered soon 
after. 

Police said they are not treating 
the death as suspicious and a report 
for the coroner is being prepared. 

An eyewitness, who contacted the 
Star this week, said it appeared to 
her the man knew what he was 
doing. 

“It all happened in a split second,” 
she said. “He knew exactly when the 
train was due. I was waiting for the 
Liverpool Street train and stood just 
opposite him.” 

This latest death follows three 
fatalities on the tracks last month. 

Katie Gumble (35) and boyfriend 
Dean Pickard (33) were hit by a 
packed commuter train at Harlow 
Mill station and two weeks later. 
Alan Baker, from Harlow, was killed 
at Harlow Town station. 

Three other people have died on 
the tracks since February 26. 

Saturday’s fatality makes for some 
shocking statistics. In the same period 

continued on page 3 



Thousands run 
in support of 
cancer charity 

picture special: pages 12,13 




FITTED BEDROOMS, 
KITCHENS & OFFICE FURNITURE 



Anyone can supply a kitchen or bathroom, 
We can supply your dream. 
Wardrobes are made to suit your own 
specification and to suit your individual 
tastes. Nothing is made as standard. 

SPECIALISED FITTED FURNITURE 


The Maltings, Station Rd, Sawbridgeworth, Herts. 

Tel: 01279 722042 www.davicfurniture.com 



A HUGE RANGE OF TREES 
SHRUBS AND GARDEN PLANTS 

• Superb large specimen plants 



• Vast selection of perennials 

• Giftware department 

• Garden furniture and outdoor living 

• Design and landscape service 

• Coffee shop 


Canes Lane, Hastingwood 
A414, Mil Junction 7 
(Chelmsford turn-off) 
near Harlow, Essex CM17 9LD 

* 01279 419039 

www.harlowgardencentre.co.uk 



tan e 


Mon - Fri 9am - 9pm f • Saturday 9am - 8pm, 
Sunday 10am - 8pm 

Harlow Train Station • Tel: 01279 445663 


www.harlowstar.co.uk for all the latest local and national news and sport as it happens 
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NEW LANDSCAPE DISPLAY 
AREA NOW OPEN 


ALL OUR TOOL HIRE 
CATALOGUE PRICES* 

WITH THIS VOUCHER VALID UNTIL 

*Excluding any current discounts.. Subject to availability. 30/6/08 

ONLY ONE VOUCHER MAY BE USED PER TRANSACTION. 
PLEASE PRESENT VOUCHER PRIOR TO COMMENCEMENT 
OF TRANSACTION AT THE POINT OF SALE. 

For use at Hirebase at Harlow Buildbase only 


GREAT 
RANGE OF 
FENCING, 
GATES & 
DECKING 


Garden 

LANDSCAPING 


MORE GREAT 
OFFERS 
AVAILABLE IN 
OUR NEW 2008 
LANDSCAPING 
PROMOTION 
OUT NOW! 


GREAT 
RANGE 
OUTDOOR 
LIGHTING IN 
STOCK 


TOOL & EQUIPMENT HIRE 


ftfBASt 

1 * Hl|| 


DRAINAGE & BLOCK PAVING 


HIRIBASI 

jitiWT A wl »* 


TRADE & PUBLIC WELCOME 


CALL 

HIREBASE 

DIRECT 


Pick up a FREE 
copy of our 2008 
HIRE PRICE GUIDE 


TEL: 01279 624702 


Cambridge Road, Harlow, CM20 2ER 
Tel: 01279 624700 


www.buildbase.co.uk 
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FUNKY FRIDAY 

* Over 30 s Disco * 

Usst chance for a last dance at 
Tba Part Inn Hylcw 

• Friday 6 June * 
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WINDOWS • DOORS • CONSERVATORIES 

*pox t6e verity ut 7*V(2cc ox, /MccMttvUucn, 


Hunters 


For a free quotation call in or phone our sales office hotline: 

FREEPHONE: 0800 387971 

www.templewindows.co.uk (24 HOUR ANSWERING SERVICE) 


House Interiors Specialised ■ Children s Interiors 
Baby Accessories ■ Fresh Chocolate Counter 
■ Luxury Ice cream & Much More 


FOR A FREE BROCHURE 01279 442432 


FENSA 


SHOWROOM 

OPEN 

Monday - Friday 
9.30am - 6.00pm 
Saturday 

10.00am - 5.00pm 


Enjoy 

a brighter outlook 

with better built windows, doors 
and conservatories 

Temple 

Windows 

WINDOWS • DOORS • CONSERVATORIES 
PORCHES • BUILDING WORK 

Oakwood House, South Road, Harlow, Essex 

FREE PARKING 


Hurricane replica will guard airfield 


Seventh death 
on rail line in 
three months 

continued on page 3 


Bomb caller jailed for 
sparking terror alert 


A MAN who caused 
panic in Harlow town 
centre by making a 
hoax bomb call to 
emergency services 
has been jailed for 18 
months. 

Paul Lyons (31), of 
Church End, Harlow, 
admitted the offence at 
court in February after 
telling police he thought 
it had been “funny” to 
make the false call in 
which he claimed a ter¬ 
rorist was going to blow 
up a supermarket. 

He was due to be sen¬ 
tenced earlier this month 
after initial sentencing was 
delayed for psychiatric 
reports. 

However, he skipped bail 
after being warned he could 
face prison for the prank and 
was eventually sentenced to 
his stretch behind bars last 
Monday after Judge Charles 
Gratwicke issued a warrant 
for his arrest and he was 
brought in custody by police 
officers to Chelmsford 
Crown Court. 

Lyons’ punishment comes 
after he sparked a major 
emergency response in The 
Water Gardens on February 
7, when he dialled 999 and 


said an Asian man was about 
to blow himself up in the 
Asda superstore. 

He told the operator that 
the so-called terrorist had a 
rucksack packed with explo¬ 
sives and had threatened to 
detonate it. 

As well as launching an 
immediate evacuation of the 
area, Essex Police dis¬ 
patched an armed response 
unit and team of bomb dis¬ 
posal experts, sent in covert 
officers and scrambled the 
force helicopter. Several fire 
and ambulance crews were 
also sent to the scene. 

It soon emerged there was 
no incident and Lyons - who 
made the hoax call from his 
own mobile phone - was 
quickly traced. 

He said he had been 
drinking with two friends 
and that all three of them 
had thought it would be 
funny to make the call and 
see the emergency services 
running around for no rea¬ 
son. 

An Essex Police spokes¬ 
woman said this week: “This 
incident wasted numerous 
police resources, including 
the force helicopter, which 
could have been employed 
dealing with genuine calls.” 

She declined to comment 
on the sentence handed 
down to Lyons. 


nationally last year, 63 people 
died as a result of accident, 
trespass or suicide on the rail 
network. That means Harlow has 
had the equivalent of one in every 
nine deaths based on the 2007 
figures. 

Speaking to the Star on Tuesday, 
Mr Rammell said: “I’m very 
shocked and saddened and my 
thoughts go out to the family. 

“I’m also very concerned at the 
high number of fatalities at 
Harlow Town and Harlow Mill 
stations and will be raising my 
concerns with the rail authority to 
press for the most suitable course 
of action to prevent it continuing.” 
A spokesman for Harlow Council 
said it was willing to work with 
British Transport Police and other 
agencies to discuss the issues. 

A BTP spokeswoman said it was 
working closely with operators 
and local authorities to deal with 
the spate of rail deaths locally. 

Pass rate praise 

HEADTEACHERS of Harlow’s 
schools were given a pat on the 
back for their pupils’ exam 
successes during a meeting with 
schools minister Lord Adonis at 
Harlow Study Centre on Friday. 
The event, organised by Harlow 
Education Consortium, provided 
an opportunity for the minister 
to be quizzed on issues including 
targets, testing and teacher 
recruitment. 

Lord Adonis praised Harlow 
schools for achieving more than 
a 30 per cent increase in students 
achieving A*-C at GCSE during 
the past 10 years. 


TOP FLIGHT: Top , left to right , airfield 
general manager Darren Goody, operations 
officer Colin L’Anson, operations officer John 
Ratnage, Wing Commander Tom Neil, Gate 
Guard Trust co-ordinator Arthur Moreton and 
Jeff Rushen, who painted the replica plane 
(photo: HSLSZN4W/07). Above, the replica 
plane ((photo: HSLSZN4W/05) 


A FULL-size replica of a legendary Second 
World War fighter plane has been unveiled 
as a permanent memorial to North Weald’s 
rich aviation heritage. 

The Hawker Hurricane, which will act as 
gate guardian to the village’s airfield, was 
unveiled on Sunday. Among the guests was 
Wing Commander Tom “Ginger” Neil 
DFC, who flew a Hurricane from North 
Weald during the Battle of Britain. 

Historic aircraft are traditionally installed 
at the entrances to Royal Air Force stations 
to act as gate guardians. 

The unveiling coincided with a family open 
day celebrating 90 years of the RAF and 90 
years of flying at North Weald, which 
included a visit by the Battle of Britain 
Memorial Flight, the RAF’s fleet of Second 
World War aircraft originally based at 

North Weald. Pilots 


also flew 
Hurricanes and 
Spitfires from the 
collection in salute 
over the airfield 
before landing to 
join in with the 
celebrations. 
Arthur Moreton, 
of the North Weald 
Airfield Museum, 
said the replica 
will symbolise the 
spirit of North 
Weald and its 
community. 

An Epping Forest 
Council spokesman 
added: “The 
Hawker Hurricane 
will take pride of 
place at the 
entrance to the 
historic airfield 
later this year. 
Proceeds from the 
entrance fee 
charged on the day 
will go towards 
mounting the 
replica as a 
permanent tribute 
to the men and 
women who served 
at North Weald.” 
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Property Maintenance 


BRGDK 

KITCHENS 

Specialising In 

• Fitted Kitchens and Fitted Bedrooms 
• American Fridge Freezers • Granite Worktops 
• Range of Cookers and Appliances 

FREE PLANNING AND DESIGN SERVICE 


All aspects of building work undertaken. Ceramic wall and floor 
tiles supplied and fitted. All electric and plumbing works 
undertaken. Should you wish to view our showroom we are at: 
Unit 2B, St James Centre, East Road, Templefields 
Harlow, Essex CM20 2SX (Opposite Tescos) 


Professional and reliable female 

L -^Plumbing ☆Tiling 

Painting & decorating ☆General Maintenance 

WW\ 


Free quotes. Fully insured. 

All work guaranteed. 

Tel: 07887 637990 

www.SolutionsinaSmallPackage.com 


6WEET 

DELIGHTS 

36 The High Street, 
Old Harlow, Essex 
CM17ODW 

01279 421777 


Sat 24th May 
125% OFFSALEI 

Everything Including 
No Added Sugar 
Kids Clothing 

Excluding Chocs, Sweets, Ladies Clothing 
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Fatal blows of 
former boxer 





FEATURES INCLUDE 


on this 

07/07 Peugeot 207 

,clude i. 416 V 5 dr 


Choice of colours 
Power Steering 
Central Locking 
CD Player 



^Bristol Street Motors 


01279 624190 

lei shown for illustration purposes only. 


By COURT REPORTER 

star@hertsessexnews.co.uk 


A FORMER boxer with convic¬ 
tions for violence has been jailed 
for six-and-a-half years for man¬ 
slaughter. 

Father-of-two Colin Ansell (29), of 
Pittmans Field, Harlow, was sen¬ 
tenced at Chelmsford Crown Court on 
Friday having earlier pleaded guilty to 
killing 26-year-old Lee Williams. 

But the court was told it was Mr 
Williams - widely known as Lee Clark - 
who started the fight and had been the 
main instigator in the incident on April 15 
last year. 

Ansell and friend Justin Poole 
had been in Bar 21 in Post 
Office Walk when, at around 
12.30am, a row broke out 
between Mr Williams and Mr 
Poole. It continued outside and 
Ansell, along with security 
guards from the club, tried to 
break up the fight. 

At about 3 am Ansell and Mr 
Poole went back to Ansell’s flat 
in The Hides and Mr Williams, 
of Bishopsfield, Harlow, turned 
up wanting to resume the fight. 

Mr Poole refused to go out and 
instead it was Ansell who con¬ 
fronted Mr Williams, saying: “If 
you want to fight someone you 
can fight me.” 

Mr Williams was punched at 
least twice and never recovered 
consciousness from his injuries. 

He died a week later. 

Noel Lucas, prosecuting, 
said: “Evidence shows that, hav¬ 
ing knocked Mr Williams down, 

Ansell then hit him further 
while he was on the ground and 
providing no resistance.” 

He said this theory was sup¬ 
ported by analysis of blood pat¬ 
terns on Ansell’s jeans. 

Mr Lucas also catalogued 
Ansell’s previous convictions 
including two assaults on police 



officers in 1994. 

Henry Grunwald, represent¬ 
ing Ansell, said in mitigation Mr 
Williams had been “fighting 
drunk and hell bent on vio¬ 
lence,” and Ansell had acted as a 
peacemaker earlier in the 
evening. 

He said Ansell denied strik¬ 
ing Mr Williams while he was 
down and suggested it had been 
the blow the victim received to 
the back of the head when he 
fell that had proved fatal. 

Mr Grunwald also drew 
attention to a number of charac¬ 
ter references for Ansell, includ¬ 
ing a letter from a prison officer 
described as “exceptionally 
glowing”. 

Passing sentence, Judge 
Christopher Ball told Ansell: 
“You caused the death of Lee 
Williams. You caused his death 
because you struck him at least 
two very significant and severe 
blows. 

“You did not start the episode 
that ended with his death - it 
was a fight between him and 
others that led to you being 
dragged in and involved - but 
there did come a point when you 
did resort to violence and not for 
the first time in your life.” 


If you want a local... 

...Plumber.. .Taxi... 
Restaurant... 


St* r\ 

earchin 

**dci/' 


Visit: 

www.harlowstar.co.uk 

to search the 11,000 listed businesses 


Clock's ticking on 
the Midnight Walk 


THERE are now just four 
weeks to go until the 
Midnight Walk in aid of St 
Clare Hospice - and if you 
haven’t already registered to 
take part you will have to be 
quick. 

The closing date for 
registration has been 
extended until June 6 which 
means you have only 15 days 
to sign up. More than 1,000 
people have 
already done 
so but there is 
still room for 
more. 

The Midnight 
Walk - which 
is being 
supported by 
the Star, our 
sister paper 
the Bishop’s 
Stortford 
Observer and 
Ten-17fm - 
will be the 
hospice’s 
biggest single 
fundraising 
event of the 
year. 

The walk, which takes place 
on Saturday, June 21, will 
follow a 10km route around 
Harlow's network of cycle 
paths. It is NOT a race or a 
run; you can go at your own 
pace. 

Registration could not be 
simpler - you can request a 
pack by telephone or, even 
easier, register online. Just 
follow the instructions in the 
panel. 

The cost of registration is £15 
per walker but of course you 
can raise much more for the 
hospice by getting yourself 
sponsored. To take part you 


must be over the age of 16. 
Places are limited and will be 
allocated in the order entries 
are processed. 

Everyone who takes part will 
receive a special T-shirt and 
goody bag when they arrive 
on the night. 

Marshals will be stationed 
along the route - which 
starts and finishes at The 
Water Gardens - to guide and 
assist 

participants 
when 

necessary. The 
Midnight 
Walk is 
accessible to 
wheelchair 
users. 

Every year 
the hospice 
provides care 
and support 
for hundreds 
of patients 
with life- 
limiting 
illnesses and 
their families 
in West Essex 
and East Herts, but it costs a 
lot of money - over £2m 
annually - to provide these 
services. Yet it receives only 30 
per cent of its funding from 
the NHS. 

Head of communications 
Giles Wright said: “The 
Midnight Walk is your chance 
to support your local hospice 
charity and enable us to be 
there for hundreds of local 
people this year.” 

So please, if you haven’t 
already signed up to take 
part, do so today. You’ll have 
a great time and, more 
importantly, you’ll be raising 
cash for a local worthy cause. 




How to register 

BY PHONE: Sign up by 
ringing the Midnight Walk 
hotline on (01279) 773759 

ONLINE: Visit the website 
www.stclare-hospice.co.uk 
and follow the links to the 
Midnight Walk 



ON THE RIGHT TRACK: Hospice volunteers Christine Searle, 
left, and Chris Dennis prepare to persuade commuters at Epping 
Station to take part in the Midnight Walk (photo: ZWD4WX2N/ 04) 


MY REASON FOR WALKING 


By ERICA ANDERSON 
from Harlow 


BACK in 2001 my lovely 
father-in-law John started to 
show signs of confusion and 
forgetfulness. He rapidly 
became very unwell and in 
the December of that year he 
was diagnosed with a very 
aggresive brain tumour. 

This was a very bitter/sweet 
time for my husband and I 
because we had not long 
discovered that I was 
expecting our second baby. A 
little further into my 
pregnancy I began to suffer 
from high blood pressure and 
was admitted to hospital on 
frequent occasions for 
monitoring. This sadly meant 
that I was not able to go and 
visit John, who was now in 
Addenbrookes Hospital, as 


often as I would have liked. 
Luckily I made it to full term 
carrying my baby and went to 
visit John who had now been 
transfered to St Clare 
Hospice. We visited John on 
April 23rd 2002 and told him 
that we were expecting a 
little boy as we had kept the 
sex of our baby a secret from 
the rest of the family. He was 
clearly very sick but we knew 
he understood what we had 
just told him and he was 
delighted. 

John died at St Clare two 
days later on April 25, 2002. 
Taylor John was born on April 
28, John's first grandson. 

The whole family are so very 
grateful to the staff at St 
Clare and this is my way to 
say a huge thank you. 

See you on the Midnight 
Walk. 
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Up to 70 
jobs for 
the axe? 


ONE of Harlow’s biggest 
employers is poised to lay 
off scores of workers in a 
further blow to a town 
economy still reeling 
from the loss of more 
than 300 jobs last month 
Postal equipment firm 
Pitney Bowes, in Pinnacles, 
has announced “some” re¬ 
dundancies as it begins to 
outsource manufacturing and 
end old product ranges. 

The number of staff facing the 
axe remains unclear, although 
one disgruntled employee - who 
wished to remain anonymous - 
claimed it could be up to 70. 

“They have dropped another 
bombshell on their manufactur¬ 
ing workforce,” they added. 

The firm reiterated its commit¬ 
ment to Harlow and outlined 
plans to create a document solu- 


By CHRIS MOSS 

mossc@hertsessexnews.co.uk 


tions centre at its Harlow head¬ 
quarters - speculating that more 
jobs could be created as a result. 

A spokeswoman said: 
“Employees made redundant as a 
result of these changes will be 
supported in a number of ways to 
help them find other work with¬ 
in the company or elsewhere.” 

Stuart Bonthrone, Pitney 
Bowes’s vice president for west¬ 
ern Europe, added: “The market¬ 
place in which Pitney Bowes 
operates is undergoing signifi¬ 
cant change. We need to take a 
dynamic approach to operating 
our business and meeting that 
change head-on.” 

Just a month ago, TUI Travel 
announced plans to pull out of 
Harlow, cutting almost 300 jobs, 
while 45 staff at United Glass and 
20 at sports store JJB were axed. 


STEEL FOR BUILDERS 

EXPRESS SERVICE 

STRUCTURAL STEEL CUT & DELIVERED 
SPLICING • DRILLING • WELDING • ERECTION 
CUT A BENT BAR • REINFORCING MESH 

BRANDON STEEL «01 708 864028 

Fax: 01708 866638 Email: sales@brandonsieel.co.uk 


c -\ 

Contemporary Bathroom Designs 

by Villeroy and Boch 



WE PAY YOUR VAT 


on a vast range of fantastic bathrooms, showers and bathroom furniture. 



Established 1979 


The Maltings • Station Rd 
Sawbridgeworth •Herts 
Tel: 01279 725474/5 
www.aquaplus.co.uk 


JVlon-Tues 8.30am-5.00pm Wed 8.30am-1.00pm Thurs - Fri 8.30am - 5.00pm Sat 9.00am ■ 4.30pm^ 





Mum's joy at 
car surprise 

MUM-of-two Claire Eels got the 
surprise of her life when she won a 
new car in a competition run by the 
Harvey Centre. 

Mrs Eels (35), of Fir Park, Harlow, 
beat four other finalists to pick the 
lucky key to a Chevrolet Matiz 
supplied by local car dealership 
Motorsales for the shopping centre’s 
Park & Win promotion. 

And what made the win even sweeter 
was the fact that she and husband 
Glen had been planning to look for a 
new car after their family saloon 
broke down last week. 

“I couldn’t believe it when I found 
out I’d picked the right key,” she told 
the Star. “It was all down to my 
daughter, Charlotte who told me to 
pick a red key. I went for the closest 
colour which happened to be dark 
pink and I won!” 

Mrs Eels, who is expecting her third 
child in September, added: “With 
Glen’s car giving up the ghost and 
another baby on the way, this has all 
happened at the perfect time. It must 
be fate.” 


Man is charged in 
'street row' death 

A MAN was yesterday (Wednesday) 
charged with manslaughter in connection 
with the death of Mark White, who lost his 
life following an altercation outside a 
Harlow nightclub. 

The 21-year-old from Harlow, who has 
not yet been named, was one of three men 
arrested at the scene in the early hours of 
March 21. 

The other two were released without 
charge after answering their police bail 
yesterday. 

Mr White (34), of Broadfields, Harlow, 
died at Princess Alexandra Hospital after 
receiving head injuries outside Quattroz, 
in The Rows. 

The accused man has been released on 
conditional bail to appear before Harlow 
magistrates on June 5. 

Thief's fishing trip 

A QUANTITY of fishing tackle including 
rods and reels was stolen from a shed in 
Peterswood, Harlow, on Friday night. 


WENDY'S SCHOOL 
OF MOTORING 

Fully qualified, patient, 
reliable female 
instructor. Expert tuition 
in new Fiesta. 

Pass plus registered 

07726 321791 


PC REPAIRS 

# FREE on-site visits 

# Upgrades 

# Internet /Email setup 

# Networking Home/Bus 

# Virus Fix. Laptops 

Mac Support, Training etc. 

01279 316431 

Epping, Harlow, B.St’frd 




FARMER’S MARKET, 

with BBQ, tractor rides etc 


WED 28TH MAY 10.00 am-3.00pm 


NATIONAL OPEN FARM 
SUNDAY with BBQ, tractor 
rides, nature walks, farm 
machinery 


SUN 1st JUNE 


BBQ Meat Boxes NOW AVAILABLE from the Butchery 



up to 


50 % off 

windows 
& doors 

across our entire range 

01279 427777 

qQ 

£ver 


CONSERVATORIES 

WINDOWS DOORS 'your home 


f: 01279 629924 info@everbrite.co.uk 
www.everbrite.co.uk 
Everbrite House, Greenway, Harlow 
Business Park, Harlow, Essex CM19 5QJ 
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WE SAY 


P UBLIC art, while 
not to everyone's 
taste, is an 
intrinsic part of the 
culture of Harlow. 

So when a piece of art is 
vandalised, such as 
Aphrodite in the Town 
Park, it's part of the 
town's heritage that is 
being stolen, left only 
for the local history 
books to record. 

To destroy our public 
art is to chip away at 
the bond which keeps 
Harlow's community 
with a semblance of 
unity - its surroundings 
- so vandalism is far 
more destructive than 
just the physical 
damage. 

It belongs to all of us, 
so we should cherish it, 
and around the town 
many examples of 
beautiful and complex 
sculpture can be found, 
including a Rodin. 

To show off or vent 
anger on an inanimate 
object created to make 
the town a more 
attractive place is 
simply moronic. 

Potential vandals need 
to take the time to look 
at the positive workings 
of the human mind 
through its artistic 
creations, otherwise 
their understanding of 
life will only ever be as 
stunted as their actions. 


To obtain permission to copy 
cuttings from the Harlow Star 
for internal management and 
information purposes you 
should contact the 
Newspaper Licensing Agency, 
Wellington Gate, Church 
Road, Tunbridge Wells, TNI 
1NL. You can also call them 
on 01892 525273 or email 
copy@nla.co.uk 


'Cunning' housing 
plans so unsound 

SIR, These are the words of the Harlow 
Regeneration Study of July 2005: “Given 
historic under-investment, many elements of 
Harlow are reaching the end of their lifetime 
simultaneously and there is a need for 
significant improvement across the town in 
the areas of housing, transport and social 
facilities, as well as town centre 
revitalisation.” 

This study stated the overall cost of the 
growth now proposed by the Government to 
be of the order of £800m. The current 
infrastructure backlog is £350m, including 
£83m on repairs to the existing housing 
stock. This is before any new building. 
Readers may have imagined from the 
statement issued by Harlow’s political 
leaders after publication of the East of 
England Plan last week that the Government 
had agreed to fund all this backlog and all 
the new infrastructure. However, no new 
money was announced for Harlow when the 
plan was published: no bypass, no new 
sewage treatment works, no new hospital, no 
new junction on the Ml 1 - nothing, zilch. 
The plan explicitly states that there would 
need to be a “focus on management on the 
existing infrastructure”. 

Some argue developers will contribute. All 
developer contributions do is put up the 
price of all the houses, making them 
unaffordable for first-time buyers. 

It is also unlikely that Land Securities, 
which did a deal with Ropemaker for the 
land north of Harlow, will volunteer much; 
last week, it wrote down the value of its 
shops and offices by £1.28bn as it slumped 
to an £888m loss. 

This “cunning plan”, as Barbara Follett, 
Stevenage MP and minister for the East of 
England, described it at the launch, cannot 
be implemented. There is no money. Like 
most of Baldrick’s plans in Blackadder, it is 
totally unsound and will lead to chaos. 
Building thousands of houses on green 
fields without the necessary infrastructure, 
as well as doing untold environmental 
damage, will further damage Harlow’s 
reputation. We need a better Harlow, not a 
bigger Harlow. Any development north of 
Harlow will compete with the existing town 
and hamper its regeneration. 

Nigel Clark 

Secretary, STOP Harlow North 
High Street, Hunsdon 


SIR, The announcement to plough ahead 
with Harlow North is not only a blow to the 
STOP Harlow North Campaign but to 
democracy and the rules which we are 
governed by in this country. 

Anarchy, division and bad feeling will be the 
result. Big Brother policies to 
satisfy developers to swell their profits is 
what we have. 

Disregard our green belt, ignore the 
consultation process and ride roughshod 
over local authority representations at your 
peril. That is what you would expect in a 
dictatorship. 

Perhaps that is what we have now got. 

John Rider 

Southbrook, Sawbridgeworth 

No racist agenda 

SIR, I was amused to see on your front page 
the banner “The voice of Harlow”. 

A recent public meeting held at Milwards 
School to discuss the planning application 
submitted by Herts and Essex Muslim 
Association was attended by, as you 
correctly reported (Star, May 8), around 400 
people. Unfortunately, the attendance figure 
seems to be the only true fact in your report. 
Resident Christine Odell did not brave a 
chorus of catcalls and boos, as your reporter 
states. There was no chorus of catcalls or 
boos. 

Ms Odell was undoubtedly courageous to 
stand in front of a public assembly and state 
that she is ashamed to be British. This 
statement drew inevitable gasps from an 
assembly there upholding the fundamental 
right of free speech. Hardly the atmosphere 
your reporter chose to portray. 

Your reporter seems not to understand why 
Ms Odell received such a reaction, so I shall 
explain. I suggest your reporter takes note in 
order that truth and not emotive biased 
rantings appear in your news reporting. 

This public meeting was organised by a 
concerned resident who feels, as I do and as 
the great majority do, that Harlow Council 
have acted in an underhand way by 
desperately attempting to conceal from the 
majority a contentious planning application 
which, if eventually granted, will have major 
effects on the local community. 

The meeting was opened by John Downes, 
who gave excellent and informative 
presentation laying before us the plans and 
facts, something the council should have 
undertaken. There were absolutely no racist 
comments put forward by anyone at a 


meeting in which everyone behaved well and 
spoke politely. Whenever someone, however 
brave, states that one is “ashamed to be 
British” you just know what is coming, 
hence the reaction Ms Odell received. 

The common mistake made by the PC 
brigade is to assume that any critique of an 
intended action by a minority is racially 
motivated. 

Harlow council chose not to be represented 
at this meeting; hardly surprising, when they 
chose to fulfil the legal requirement of 
consultation by writing to just 20 
households, choosing not consult or inform 
the thousands of people who will be affected 
by the influx of up to 500 cars carrying up 
to 600 worshippers seeking non-existent 
parking, unless, of course, the intention is to 
build car parks on our green spaces. 

The temporary withdrawal of this 
application is a small victory for democracy. 
The decision by Harlow Council, local 
councillors and Bill Rammell not to attend 
this meeting due to more important interests 
shows contempt for democracy and a lack of 
interest in the people of Harlow. The tide is 
changing - if you, as elected representatives, 
choose not to listen and not to act but 
choose instead to ignore the basic principles 
of democracy, then it is time you resigned 
your overpaid jobs, returned your generous 
allowances and let people who care about 
democracy do the jobs that you and so many 
others are incapable of carrying out. 

Steve Caine 
Morningtons, Harlow 

Will Tories listen? 

SIR, The residents of Harlow will now be 
aware that the local council has changed 
from no-overall control to Conservative 
control. 

The question I pose for residents is this: did 
they just vote for a change of administration 
or did they seriously believe that the current 
level and standard of local services would 
improve under a new administration? 

The new Conservative group will have to 
deal with the £2m deficit in the local 
authority’s accounts and over £6m in rent 
and council tax arrears. They have also, as 
always, promised to cut local taxes. 

In any independent and pragmatic 
assessment, the new administration cannot 
cut local taxes, deal with the current 
accounts deficits and improve local services. 
Please remember that the Conservatives 
tried that when they were in coalition with 
the Liberal Democrats and the local 
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neighbourhood offices closed. 

I just hope that this new administration will 
start to listen to the concerns of local 
residents and act accordingly. The previous 
administration did not and they finally lost 
their mandate. 

Gary Roberts 
Carters Mead, Harlow 

Abseil gratitude 

SIR, I would like to extend my sincere 
thanks to the Rotary Club of Harlow Tye for 
giving me the opportunity to abseil down the 
water tower to help my chosen charities 
Action For The Blind and Essex Air 
Ambulance. 

The organisation of this event was second to 
none. The help I received from one young 
man was amazing. He stayed one step 
behind me and explained where I was as we 
got to each platform on the spiral staircase 
and ladders on the top of the tower. He then 
handed me over to the two men on the 
ledge; many thanks to him. 

I was petrified at first going over the top, 
but was looked after so well; the lads 
calmed my nerves and I enjoyed the descent. 
I wish I could have seen the views. My 
thanks to them also. I would do it again. 

I would also like to thank my lovely family 
and extended family for all their support, 
especially the young ones who I heard all 
the way down. Thank-you too to all my 
friends and neighbours, my son’s 
neighbours, Haringey Police, Rosslyn Ladies 
Cycling club and several other cycling club 
members, girls from the Sportscentre and 
many more. Thank you all very much. 
Dorothy 'Dot' Marsh 
Hollyfield, Harlow 

Thanks for help 

SIR, I would like to thank the people who 
came to my aid when my husband fell and 
broke his hip at the Tesco crossing in 
Church Langley, especially the man who 
called the ambulance and the lady who so 
kindly offered to accompany me to the 
hospital. 

It’s good to know there are many caring 
people - thank-you. 

Beryl Hunter 

Westbury Rise, Harlow 

On and off a bus! 

SIR, I write to advise Mrs Levine (. Letters , 
May 8) that the bus service to Chelmsford 
only runs every hour. 

Kevin McGrath could try buying a ticket to 
Sheering, arriving at 9.32am, by which time 
his bus pass is valid. He may well have to 
step off the bus and get right back on! 

Derek Brown 

Jerounds, Harlow 


All letters must be supplied with a name and 
address. Anonymous letters will not be published 
unless there are extenuating circumstances 


Appointment of Three Independent Members 


The Essex Police Authority currently has five independent members, nine 
councillors and three lay justices who are responsible for securing an 
efficient and effective police service in Essex, consulting the public about 
the work of the police and building a partnership between the police and 
the local communities. 

Recent changes in legislation will require the Police Authority to replace 
the three lay justice members with three additional independent 
members, at least one of whom must be a lay justice, by October 2008. 

All lay justices are therefore eligible to apply. The statutory process for 
filling those vacancies needs to commence now. 

Independent members are expected to: 

• attend all Authority meetings and appropriate committees and panels; 

• participate in public consultation on local policing issues, including evening 
meetings and public speaking; 

• keep abreast of developments in both local and national policing; and 

• represent the Authority in discussions with interested parties. 

• A minimum commitment of about 10 hours per week is required, for which an 
allowance and expenses are payable. 

Appointments are normally for a term of four years. You must be over 18, live or 
work within the area covered by Essex Police Authority (and have done so for at 
least 12 months prior to appointment) and not be otherwise disqualified. 

We are looking for people with: 

• good communication skills and a willingness to seek out and listen to the views 
of all sections of the local community on policing issues; 


• relevant skills, experience and knowledge - for example in management, 
business, finance, marketing and PR, community or race relations; 

• knowledge of diversity issues to support the Authority's duty to promote 
equality and diversity in the police force; and 

• the ability to represent a broad range of local communities and challenge 
accepted views in a constructive way. 

Essex Police Authority wishes to reflect the composition of the area and welcomes 
applications from all eligible people - irrespective of disability, ethnic origin, 
gender, religious belief, sexual orientation or other factor. We want our 
independent membership to represent as diverse a range of people as possible. 

If you are interested in filling a vacancy, an application form and further details 
may be obtained from: The Chief Executive to the Essex Police Authority, 

3 Hoffmanns Way, Chelmsford, Essex CM 1 1GU. Tel: 01245 291600. 

Fax: 01245 291601. Email: epa@essex.pnn.police.uk 

The closing date for the receipt of completed application forms is 
Monday, 30 June 2008. 

Further information about the Essex Police Authority is available on the website 

www.essex.police.uk/authority or come along to an Open Evening 
between 6.00pm and 8.00pm at Town Hall, Station Road, Clacton-on-Sea 
on 3 June or the Essex Police Authority, 3 Hoffmanns Way, Chelmsford 
on 5 June, 2008. 

Preliminary interviews for selected candidates will be held in 
Chelmsford on 24, 25 and 30 July 2008. 

Even if this position is not for you, you may know of someone who might be a 
suitable candidate. If so, please draw this to their attention. 
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Hundreds turn 
out for Flog It! 
auction values 

OLD and new came together in 
Harlow when a BBC crew 
filmed a popular antiques show 
in the town. 

The BBC daytime favourite 
Flog It! was filmed at the 
Latton Bush Centre, in 
Southern Way, last week and 
attracted hundreds of people 
keen to find out if their bric-a- 
brac could make them a small 
fortune. 

The show, which regularly pulls 
in two million viewers, gave 
residents the chance to have 
their antiques and oddities 
valued by experts before the 
items are auctioned off at a later 
date. 

A BBC spokeswoman said 
about 500 people attended the 
day, adding: “We were 
particularly surprised at the 
variety and number of 
interesting pieces we saw.” 

Warning as cars 
are broken into 

MOTORISTS have been 
warned to look after their 
vehicles after 28 cars were 
broken into in Harlow in just 
six days. 

The spate of offences, 
concentrated in the south of the 
town, mainly involved the theft 
of radios and other car audio 
equipment. Most occurred 
overnight. 

Police have advised people to 
park in well-lit areas when 
possible, not to leave items on 
display and to remove the radio 
if possible. 



We will give you £100 for every window 


Rally will mark 
seven years of 
anti-war group 

SEVEN years of the Stop The 
War Coalition will be marked 
tonight (Thursday) with a rally. 
The meeting, at 7.30pm in 
Gibson Court Community 
Room, Bishopsfield, Harlow, 
will be addressed by campaign 
official Stuart Halforty, who will 
pay tribute to the resilience of 
campaigners. 

The meeting will also reiterate 
calls for British soldiers to be 
withdrawn from Iraq and 
Afghanistan and will condemn 
what it perceives as a recent 
surge in Islamophobia. 

Paul Topley, the Harlow 
organiser of the Stop The War 
Coalition, said: “As the conflict 
in Iraq and Afghanistan worsens 
for the occupying forces, 
politicians and the media alike 
are trying to whip up anti- 
Muslim propaganda to create a 
smokescreen to hide behind.” 

Patients happy 
ambulance care 

A SURVEY of patients shows 
overwhelming satisfaction with 
the local ambulance service, 
with 98.6 per cent of 1,000 
people treated by the East of 
England Ambulance Service in 
the past year saying they were 
happy with their care. 


Vandals destroy 
park's Aphrodite 


By LOUISE SASSOON 
News Editor 

sassoonl@hertsessexnews.co.uk 


A LANDMARK Harlow 
sculpture has been consigned 
to the scrapheap after being 
damaged beyond repair by 
yobs. 

Aphrodite, by Ernest Adsetts, 
was vandalised last week, leaving 
the iconic woman spray-painted, 
headless and with a damaged torso. 

The artwork, which has stood in the 
Town Park since being donated to 
Harlow Arts Trust in 1957 and is valued 
at about £4,000, will now be put into 
storage after it was decided it would 
cost too much to repair. Council work¬ 
ers removed what was left of the statue 
on Tuesday. 

It is the second Town Park sculpture 
within a year to be irreparably damaged 
by vandals - Children On A Rock was 
wrecked last summer. 

Jenny Lushington, of Friends of 
Harlow Sculpture Collection, said she 
and her colleagues are upset that the 
town’s heritage is being destroyed. 

“We are shocked that this mindless 
vandalism has ruined another of our 
lovely sculptures,” she said. 

“The sculpture has given joy to 
everyone visiting the park for more 
than 50 years; whole generations of 
Harlow residents have looked across 
the water to spot Aphrodite looking out 
at them - now she has gone! 

“She is a one-off and I really do not 
understand why anybody would carry 


out such vandalism.” 

Harlow Civic Society vice chairman 
John Curry said he was equally as 
shocked and disappointed by the news. 

Police are investigating the damage. 
It is understood the insurance money 
could go towards a new sculpture, 
although careful consideration will be 
given to where it will be located. 


RUINED: 

Jenny 
Lushington 
is pictured 
on Monday 
with the 
vandalised 
statue 
Aphrodite 
(photo: 

PPGRRHKK/04) 


BATHROOMSOLUTIONS 



THE BATHROOM 
COLLECTION 


Be inspired by our unrivaled 
bathroom collections, 
including a selection of 
mix-and-match suites in classic 
styles at affordable prices. 


Waro 

5 afhroom 


f \ 

1BSA 

v J 




Find us at: 4 Star Street, Ware, Herts 
Tel: 01920 468664 or 01920 466664 
Open: Mon-Sat from 9am-5pm 
www.warebathrooms.co.uk 


THE BEST BATHROOM SHOWROOM IN THE SOUTH EAST 


and £200 for every door we replace. To 
receive the discount, just hand the voucher 
below to our consultant when he calls 


A&A_ 

Windows 



PVCu & Aluminium Windows, Doors and Conservatories 



The lifetime cost of heat loss through a window 
is greater than the purchase cost 

Window heat losses can account for up to 30% of the 
total heat loss from a house. This can be significantly 
reduced using energy efficient windows 



AITED 

IPGRAI 


Energy efficient windows improve the comfort of homes and save money 
Energy efficient windows save energy and reduce greenhouse gases 

That’s why all our windows carry a C rating or above 



0 


THIS VOUCHER ENTITLES THE BEARER TO A 
MINIMUM PART EXCHANGE OF £100 PER 
WINDOW OR £200 PER DOOR REPLACED 
BY A&A WINDOWS 

Please quote reference HST 21 when speaking to 
the consultant. Offer only applies to new quotations. 


Call now for your FREE consultation and quote 


HEAD OFFICE SHOWROOM 

5 The Fairway, Bush Fair, Harlow, Essex CM18 6LY 


OPEN 7 DAYS 

(Sundays by appointment) 
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Best Ever Sale 


We guarantee to beat 
any of the major retailers 
Samples brought to your home 
FREE ESTIMATES 


STOCK CLEARANCE HUNDREDS OF OFFERS AVAILABLE 


100% Wool Berber 

inc. fitting 

£8.99sq mtr 

' (Fitted) 

£ 22 (Fitted) 



Berber T 0 Colours 

Heavy Domestic inc. fitting 

Normal price £4.99 per sq yd 

NOW ONLY £2.99sq yd or £3.58 sq mtr 


£ 1 (Fitted) 

£ 1 49(Fitted) 



Bleach Resistant Twist Pile 

Heavy Domestic inc. fitting 

£6.99sq mtr 

£229(Fitted) 
(Fitted) 



Hundreds of Carpets Reduced - WE WILL BEAT ANY QUOTE! 

Phone for the best prices! Thousands of samples available! “We don’t sell cheap carpets, we just sell carpets cheaply’ 


Vinyl Heavy 
Cushion Floor 

20 Designs 

Normal price £12.99 per sq yd 

NOW ONLY £8.99sq mtr 


£129 

(Fitted) 



LIMITED STOCK 

Very Heavy (40oz)Domestic 

80% Wool 
20% Nylon 

£14.99 sq mtr 



100% Wool 
Berber 

20 Colours 

Normal price £14.99 per sq yd 

NOW ONLY £8.99sq yd 



Stain Free Twist 

Domestic 

example: Normal price £9.99 per sq yd 

NOW ONLY 

£4.99sq yd or £5.96 sq mtr 



Discounted 
Stock Available 

80% Wool/20% 
Nylon Twist Pile. 

ONLY £8.99 sq mtr 

PLUS LOADS MORE ON OFFER 


Professional Carpets 

9am to 7pm - Seven days a week. Telephone 9am to 9pm - Seven days a week. -A 


Freephone 0800 0524142 Mobile O7956 873280 

HOME SHOPPING SERVICE Guaranteed to beat any major store prices! 


HSW20 
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School's big reason to start jumping for joy 


SCHOOL children were jumping 
for joy when a new trampoline 
was unveiled by the town’s MP. 

The outdoor equipment was 
bought for special needs pupils at 
Harlow Fields School after a 
donation of more than £10,000 
was secured from Children In 


Need by the Harlow Fields 
School Association. 

Bill Rammell cut the ribbon on 
Friday before he was given a 
whistle-stop tour of the school's 
other specialist facilities, includ¬ 
ing a hydrotherapy pool designed 
to help children with disabilities. 


“This is fantastic equipment 
for the children to use,” he said. 
“Anyone can bounce, whether 
disabled or able-bodied, so it real¬ 
ly offers all children a good way 
to integrate and play together dur¬ 
ing break times. 

“I am also really impressed by 


the Harlow Fields School 
Association and the money they 
have raised. 

“It really demonstrates how 
fundraising can really pay divi¬ 
dends and can successfully pay 
for those little extras which make 
all the difference.” 


Bridge decay to 
be investigated 



By CHRIS MOSS 

mossc@hertsessexnews.co.uk 


SAFETY fears have been sparked 
after substantial cracks were dis¬ 
covered in a public footbridge 
crossing a busy railway line. 

Chunks of concrete have crumbled 
from two supporting pillars either side 
of the bridge located on the footpath 
linking Edinburgh Way with the River 
Stort towpath in Harlow. 

One hole is so large that pigeons have nest¬ 
ed in it and the steel support columns within 
the concrete shells of both pillars are severely 
rusted. 

The damage, which was brought to the 
Star’s attention by eagle-eyed amateur pho¬ 
tographer Herbert Thompson, of The Dashes, 
has led to calls for the structure to undergo 
quick repairs. 

Mr Thompson, who immediately informed 
Harlow Council when he spotted the cracks 
while out walking, said: “I noticed that the 
bridge had a couple of pretty severe looking 
cracks in one of the pillars. I’m not sure 
whether they’ve come about through subsi¬ 
dence, but it’s clear they need to be repaired 
before the problem gets any worse.” 


His concerns were echoed by Harlow Civic 
Society vice-chairman and former civil engi¬ 
neer John Curry, who warned that repairs 
were needed sooner rather than later. 

“I have noticed the cracks on the footbridge 
- they’ve been there for some time. It's clear 
to me they need repairing before they become 
a real problem. 

“The bridge isn’t going to fall down tomor¬ 


row, but if it’s the council’s responsibility to 
inspect and maintain the structure, they need 
to make these repairs before it’s too late.” 

When the Star contacted Harlow Council 
for a response to the concerns, a spokesman 
for the authority admitted there was some 
confusion over the ownership of the foot¬ 
bridge but promised engineers would inspect 
the structure later in the week. 



^ Bristol Street Motors 

www.bristolstreet.co.uk 


• Various Colours • 

• Colour Coded • CD player 

• Electric Windows 

• Power Steering 
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Council focusing on 
environmental crime 


ENVIRONMENT chiefs have 
vowed to continue their crack¬ 
down on those flouting environ¬ 
mental laws after two Harlow 
women were fined for ignoring 
fixed penalty notices. 

The women, of Rundells and 
Carters Mead, were ordered to 
pay penalties when they appear¬ 
ed at Harlow Court after falling 
foul of the regulations. 

They found themselves in hot 
water after ignoring fines hand¬ 
ed to them for dog fouling and 
dumping a cardboard box but 
were hauled before magistrates 
recently and ordered to pay the 
fines plus a levy. 

Council community safety 
officer Paul Anderson said there 


were no excuses for littering. 

“The box could easily have 
been broken up and collected for 
free by our recycling team and 
the dog owner could have taken 
her pet for a quick walk and 
cleaned up after it,” he said. 

“Just because there aren’t 
signs on every street corner say¬ 
ing you can’t dump rubbish - or, 
indeed, allow your dog to foul 
the pavement - doesn’t mean 
you can treat a residential area 
like a refuse tip. 

“These cases are further evi¬ 
dence that Harlow Council will 
crack down hard on environmen¬ 
tal crimes and prosecute offend¬ 
ers to help make Harlow a better 
place for all of us.” 


CLEARANCE 
SALE 
NOW ON 

INTERSTYLE 

9 FIREPLACES 

EST 12 YEARS 

Reeves Lane, 

Roydon Hamlet, 

Harlow, CM19 5DE 

Tel: 01279 793366 

Opening times 

Mon - Sat 10-5pm 

www.interstyle.co.uk 

Over 40 displays 

50% OFF 
SELECTED 
DISPLAY 
MODELS 

To make way 

For new 2008 
displays 


Under-age sex charges 


A HARLOW man accused of 
having sex with a girl of 14 in the 
grounds of Passmores House has 
appeared before magistrates. 

Roofer Luke Saunders (21), of 
Sycamore Field, appeared at 
Harlow Court on Tuesday to face 
a charge of meeting a girl under 
16 following sexual grooming 


and a charge of having sex with 
an under-age girl. 

Because the charges which 
Saunders faces are too serious to 
be considered by magistrates, the 
case was committed to Chelms¬ 
ford Crown Court. Bail was 
refused and he was remanded in 
custody until August 11. 



7 Ponds ^ 
Aquatic Plants 
Water Features 
Koi & Pond Fish 
Tropical & Marine 
V.Aquariums / 


r Winner 1 
Best Pond 
Specialist 


Part of World of' 


For The Best Water Gardens & Aquariums 
Visit The Water Garden & Aquarium Experts 




PRICE 


Wildwoods Water Gardens 
Theobalds Park Road 
Crews Hill, Enfield EN2 9BP 

Tel: 020 8366 0243 

Easy Access off M25 J24/25 

Open 7 Days a Week 
Mail Order 01580 243 333 
www.wildwoods.co.uk 


The Area’s Largest Aquatic Superstore 



IMPALA BLACK 


SHIYAKASHI 


ZIMBABWE BLACK 


MOS FRI 9.30-4.. 
WEEKEND ‘ V UNTMENT 

TEL 01277 369933 

FAX 01277 369934 


Granite kitchen 

m 




Granite tiles, marble vanity tops 

AND El ATI I SURROUNDS $ 

WE SPECIALIZE IN PROVIDING OUR 
CUSTOMERS WITH HIGH QUALITY 
, MATERIALS iH 

COMPETITIVE PRICES, AND EXCEPTIONAL 
SERVICE 

I YOUR LOCAL STONE MASON’S 
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SCHOOLBAG 


email: star@hertsessexnews.co.uk 


Nursery takes a trip to Spain 



BUENOS DIAS: Pictured are, rear, left to right, Sheila 
Devereux, Carol Hatten, Catherine Fox, front, left to 
right, Mia Christie, Naomi Carter, William Groves, 
Richard Kartey and Aveline Garland (photo: cghvpxbl/ 02 ) 



WELCOME TO 
SCHOOLBAG 

This week, a wizard 
time was had by 
PASSMORES 
students during 
their work 
experience; 
LEAPFROG DAY 
NURSERY went 
Iberian for a special 
week; Pops, pas, 
dads and paters all 
made their way into 
IVY CHIMNEYS 
PRIMARY; ST 
JAMES' PRIMARY 
went multi-cultural 
for a day; and 
ABBOTSWELD 
PRIMARY needs 
help to heal the 
cracks in its 
playtime. 

JIM TANFIELD 
Schoolbag reporter 


I Tell us what's going 

on at your school 
Contact Jim on 
(01279) 4400574 


LEAPFROG DAY 
NURSERY: Bambinos at 
the Roydon Road nursery 
said “hola” to a special 
week learning about all 
things Spanish. 

Children got the chance to 
wallop a pinata, a 
traditional birthday treat in 
which a stick is used to 
knock apart a papier mache 
animal to get at the sweets 


inside. 

They learnt about flamenco 
dancing as well as the 
music which many of them 
may hear during their 
holidays. 

“The children also got 


stuck into a paella on one 
day and they absolutely 
loved it,” said deputy 
manager Louise Christie. 
“It’s great for the children 
to be inspired by learning 
about other cultures.” 



BUENO!: Francesca and James Mallardo get a taste of Italy (photo: GPD3DZXM/02) 

A world of new experiences 


ST JAMES PRIMARY: The school 
became a global village for the day when 
parents, staff and children took a cultural 
trip around the world. 

The cultural day was a celebration of the 
school’s diversity, with international food 
and music being high on the list of new 
experiences for many of the children. 
Zimbabwe, France, Jamaica and Mauritius 


were among the 10 countries being 
explored. 

Headteacher Emma-Jane Wilkinson said: 
“We are proud to have 25 per cent of the 
school population whose families originate 
from places other than England and the 
cultural day gives them a chance to show 
off the different tastes and sounds of their 
culture.” 



SATURDAYS AND BANK 


HOLIDAY MONDAYS 


9:00am - 4:00pm 


FREE PARKING 

Toilets and disabled amenities. 

Good coach parking facilities. 

To obtain booking form and concessions 
contact rosemary@hughmark.co.uk 


ALSO CAR BOOT EVERY SATURDAY 


Subsidised buses from local areas, 
Tel: Arriva for times 0870 608 2608 


North Weald Airfield, 
Merlin Way, Epping, 
Essex CM! 6 6AA. 


Bags • Bread • Butcher • Catering • Children/Babywear • Electrical Goods • Fish 
Footwear • Fruit & Veg • Household Goods • Jewellery • Ladieswear • Luggage 
Menswear • Music • Toiletries • Tools • Toys - for all ages and much, much more... 


www.hughmark.co.uk 


jackie@hughmark.co.uk 


Tel: 0118 945 1799 

Hughmark International 


Fathers go back to school 



IVY CHIMNEYS PRIMARY: It was 

back to school for scores of dads at 
the Epping primary on a special 
parents’ day. 

The school’s annual Bring Your Dad 
Day saw a whopping 180 fathers file 
in to take part in various activities 
included trips to Epping Library and 
rocket-making. 


ROCKET MAN: Katie Buckingham 
makes a rocket with her dad Peter 
(photo: W72JM2LS/01) 

A school spokeswoman said: “We 
have had amazing feedback from the 
dads about how much they got out of 
their day here so we will definitely do 
it again.” 


On shortlist 
for play aid 

ABBOTSWELD PRIMARY: 

The Partridge Road school is 
hoping for fun and games after 
being shortlisted as one of the 
eight worst playgrounds in the 
UK desperate for a makeover. 
The school is now in the final 
of tyre manufacturer 
Goodyear’s 2008 playground 
appeal and could be in with a 
chance of winning a £10,000 
transformation. 

The play area currently has a 
sun shelter which is often 
vandalised, the equipment shed 
has been broken into and the 
fencing is not secure. The last 
time any significant work was 
done was in 2004. 

Headteacher Lesley Lynn said: 
“The children are desperate for 
a climbing frame and I would 
love it if we could add a path 
through our wildlife area for 
our disabled pupils. It would 
be terrific if we made it.” 

For photographs of Abbotsweld 
School playground and details 
of voting, which closes 
tomorrow (Friday), log onto 
www. mygoodyear. co. uk. 


Most magical meeting 


PASSMORES: As if by 

magic, pupils from the school 
doing work experience in a 
Harlow pub found themselves 
mixing with a screen wizard. 
Students working at The 
Moorhen, in Burnt Mill Lane, 
were dazzled to see Rupert 
Grint - who plays Ron Weasley 
in the Harry Potter films - 
dining in the restaurant. 

The students could not pass up 
the opportunity of having their 


picture taken with the star. 
Other Year 10 pupils also made 
good impressions, with a series 
of excellent reports arising 
from their work experience. 
Headteacher Vic Goddard said: 
“Particularly pleasing were 
reports from Princess 
Alexandra Hospital, where two 
students working in the estates 
department have been told they 
should apply for 
apprenticeships.” 




HARLOW CHILDMINDING 
ASSOCIATION 0FSTED REGISTERED 
0-5 YEARS AND OVER 

Promoting development in each area of learning: 
Physical, Creative, Intellectual, Emotional and Social. 
Promoting confidence and independence for all children. 

AFTER SCHOOL CARE 

POLICE CHECKED, SAFE AND SECURE ENVIRONMENT. 

Building early relationships through childminding, 
networking groups. 

Giving children a sense of belonging/self esteem. 

QUALIFIED & EXPERIENCED 

NVQ trained levels 2-4. 

Promote early years development. 

For more information on child minders in your area 

please contact 01279 860117 
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©reams 


sleep & save 


MASSIVE SAVINGS ON lOOO’S OF BEDS flllS FREE WE WILL RECYCLE YOUR OLD BED 

flltf FREE CREDIT ON EVERY BED f|U5 FREE SLEEP KIT WITH EVERY BED 


NOW 

ONLY 



SAVE £560 


£499 


ROSETTA - sumptuous double 
divan set with 1200 pocket springs 

(in a king size). Was £1059 


THE DREAMS DIFFERENCE 





EMPS 

tfOUPAy 

SfOMPAy 


AMELIA - double bedstead 
in a modern oak finish with 


JODIE - fantastic single kids bed 
in a pink or blue corduroy fabric 
with storage pockets. RRP £229 


0 

0 

0 

0 

0 

0 

0 

0 


MASSIVE CHOICE 

All types and sizes 

LOWEST PRICES 

And that's a promise 

NEXT DAY DELIVERY 

1000's in stock 

OLD BED COLLECTION 

We can recycle your old bed 

COMFORT GUARANTEE 

Free 40 night comfort exchange 

MATTRESSES 

1000's available from only £49 

PILLOWS, DUVETS, LINEN 

Everything for a great night's sleep 

BEDROOM FURNITURE 

Great choice, fantastic value 




Britain's leading Bed Specialist 


Main Customer Helpline W Order Online Today 

0844 5565 500 I www.dreams.co.uk 


OTHER BRANCHES 


fc 


CHINGFORD 


NORTH CIRCULAR 

020 8531 1666 


k R 

6 

J 


Next day delivery refers to stock items only. Dreams Price Promise - see instore for details. Headboards are extra. Mattresses, bedding 
and accessories are extra on bedsteads. Was prices may have included added value offers. Free Recycling only available on delivered beds. 
Free Credit on every bed (0% APR). Minimum deposit 20%. Credit subject to status. This advert is the copyright © of Dreams pic 2008. 


Q 


%APR 

TYPICAL 
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PICTURE SPECIAL 
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Better 

yourself for a 
better career. 



2008/09 Part-time 
Course Directory 
out now! 


Hertford Regional College 
has a wide range of part-time 
courses available in your 
area at times to suit you, 
whether for leisure or to 
improve your current skills 
and career options. 

To receive a copy call 

01992 411411 or visit 
www.hrc.ac.uk 

to enrol online. 

Broxbourne Centre 

Turnford, Broxbourne, 

Herts, EN10 6AE. 

Ware Centre 

Scotts Road, Ware, 

Herts, SG12 9JF. 



Make it real. 
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Race for Life set to 
run up record total 


HARLOW Town Park 
was temporarily 
turned into a 
running track on 
Sunday as 2,000 
women took part 
in Cancer 
Research UK’s 
annual Race For 
Life. 

Some ran, some jogged 
and some merely 
strolled around the 
three-mile route but all 
played their part in 
generating a fundraising 
total which it is hoped 
will beat previous years 
and smash the £157,000 
target. 

The race, which was 
supported by the Star, took 
place in perfect weather 
conditions. It was won by 
Anita Cox, pictured right, 


who completed the course in 
under 20 minutes. 
Organiser Gill Burgess 
said afterwards it had the 
potential to be the most 
successful yet but only if all 
those who took part 
make the effort to 
collect all their 
sponsorship money. 

“The women of Harlow 
deserve a really big thank 
you for creating such a 
great atmosphere and 
helping make the event so 
special,” she said. 
“Everyone was in party 
mood on the day and it 
looked like everyone had a 
fantastic time. 

“The event itself may be 
over but now it is vital that 
everyone makes one final 
effort by returning their 
sponsorship money as soon as 
possible to help us cross the 
fundraising finish line.” 

* (photo: BSF344XP/01) 



(photo: BSF344XP/05) 


(photo: BSF344XP/10) 


(photo: BSF344XP/04) 
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Harveys |£|f | p|ice 

sale 

extra 10% off 



absolutely everything 



Clarissa 3 seater sofa 

In soft-to-the-touch hard 
wearing fabric Also available as a sofabed. 
after event £849 sale £469 ^ 

£299 


A chance to win 1 of 5 exclusive trips for 2 around the 
nation's favourite street, when you spend £400 or more. 

Terms & conditions apply. See instore for details. 

Proud sponsor of Coronation Street. 


plus up to I • - 

3 years no deposit 

interest free credit 


3 years free credit. Minimum 
order value £1500. Credit is y 
subject to status, to UK residents *^T 
18 & over. Harveys, Dolphin 
Park,Thurrock RM19 1NZ. & 


V. 






better than 


half price 


1299 


available in 
4 wood effects and 
white finish 



Oaks Retail Park, Harlow. Tel: 01279 454342 

Chingford. Tel: 020 8559 3085 Enfield. Tel: 020 8342 2322 Luton. Tel: 01582 576538 

After event prices apply from 03.06.08. Unless otherwise stated, accessories and scatter cushions are extra. Not all stores may display the products shown, please phone before travelling. Some products require home assembly, ask instore for details. 
Normal delivery charge £50. Standard network charges apply. Coronation St. ™ & © ITV Productions Ltd. 2008. All rights reserved. 

Over 150 stores nationwide. Call 0870 120 4848, text store to 63330 for your nearest Harveys or shop anytime at www.HarveysFurniture.co.uk 


(photo: BSF344XP/09) 
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NOSTALGIA 


email: star@hertsessexnews.co.uk 


Origin of dancing around handbags 


O UR recent mention of 
The Birdcage stirred 
memories for Annette 
Turnbull, who points out that 
the venue’s first name was 
Stone Cross Hall. 

“They used to invite people to 
give blood there,” she said. “I 
was one of the first, but they 
sent me home because they 


couldn’t get any out of me! 
“It then turned into The 
Birdcage and this was the 
nightclub where Essex girls 
became famous for dancing 
around their handbags. We 
also used to get the chance to 
dance up on the stage.” 

She also recalled Birdcage 
Walk in earlier times: “There 


was a large birdcage in the 
square, with java sparrows, 
budgies, canaries, love birds 
and others. It was broken into 
on numerous occasions. 
“There was a pub called The 
Painted Lady - it’s now 
Quattroz - and there was a 
fresh fishmongers, betting 
shop and newsagents.” 


real wood furniture 

bank holiday sale 

upto 50%off 



many offers 

must end 

bank holiday 

monday! 



Oakley extending table 
with 2 leaves 


Sienna ash 
double bed* 


only £399 only £299 only £249 



Rustique oak 
4 over 3 large chest 



was £479 

‘mattress e> 



Conway oak 
4’6” sideboard 


only £399 only £99 only £399 



massive selection in stock now! 
look out for special clearance bargains! 

fantastic savings on oak • pine 
ash • mango • painted • sheesham 
beds • mattresses 


real wood furniture 


conway 


Unit B, St.James Centre, Templefields, Harlow (01279) 450923 

(next door to Tesco and behind the Range) 

open: Mon to Fri 10am - 6pm • Sat 9.30am - 6pm 
Sun 10.30am - 4.30pm • Bank Holiday Monday 10am - 5pm | free parking 

wvwv.conway-furniture.com 

Chelmsford Colchester Rayleigh Weir Ipswich Cambridge Peterborough 

(01245)344711 (01206)547332 (01268)777211 (01473)610878 (01223)460664 (01733)577910 


_ 


_ 


Taking to the streets for a protest 



I T was regretted, 
when we recently 
told the story of the 
1984 closure of 
Latton Bush and 
Netteswell schools, 
that we were 
unable to source 
any pictures of the 
angry protests 
sparked by the 
decision. 

So many thanks to 
Primrose Field 
resident Mag 
Barrett for this 
shot, which really 
shows the strength 
of feeling in the 
town at the time. 

As well as closing 
the two schools, 
County Hall had 
decided to shut all 
the town’s sixth 
forms too. 

“I remember there 
being a 

consultation which 
involved several 
senior Essex county 
councillors coming 
to Harlow to meet 
parents, who were 
seen individually 
for a few minutes,” 
said Mag. “The 


councillors politely 
listened while we 
threw passionate 
arguments at them. 
However, the 


decisions had 
already been 
made.” 

As a footnote, it is 
interesting to 


compare these 
scenes with the 
relatively low-key 
protests over the 
recent decision to 


close Brays Grove. 
Has apathy taken 
over in the 
intervening 25 
years? 


Up in the air 
over the Mill 


R OYAL Air Force 

Sawbridgeworth is a 
topic Nostalgia has 
touched on briefly in the 
past and, of course, any 
further memories of it 
would be gratefully 
received. 

But John Sapsford, of Sayesbury 
Road, Sawbridgeworth, recalls 
aviation experiences in the area 
before the station even opened. 
“My first flight was in 1933 with 
the British Hospitals Air Pageant, 
which was a travelling air show,” he 
said. “I got the opportunity to fly 




By 

BEN WILKINSON 


when it visited a field near Shingle 
Hall Farm, north of 
Sawbridgeworth, a field which later 
became part of RAF 
Sawbridgeworth. 

“But my second flight, in summer 
1935, was in an open cockpit, three- 
seater Miles Hawk which used to 
give joy flights at weekends during 
the summer from fields south of 
Harlow Mill. 

“There were two adjacent, fairly 


level grass fields, separated by a 
hedge. A section of the hedge had 
been removed so that the aircraft 
could use the length of both fields.” 
Mr Sapsford added: “Since those 
days, with the building of the 
industrial area between the railway 
and river, a lot of earth has been 
dumped in that area, so it is no 
longer level and could not be used 
as an airfield now. 

“I have seen no photographs of this 
aircraft at the Mill, so if anybody 
has one I would be delighted to 
have sight of it.” 

# CAN you help with Mr 
Sapsford’s request. If so, please 
contact Nostalgia. 


25 YEARS AGO 


May 26,1983 


ROBBERS SNATCH 
HOSPITAL WAGES 

THIEVES armed with a 
double-barrel shotgun 
snatched the weekly wages 
from security guards at 
Princess Alexandra Hospital 
on Thursday. 

Ironically, the robbery came 
just days after administrators 
had discussed stopping wage 
payments to staff in cash. 

CHILDREN ON VOTING LIST 

CAPTURING the youth vote 
was found to be stretching the 
point too far when Harlow 
Conservatives uncovered the 
names of several children on 
the voting list this week. 

Their candidate for next 
month's General Election, 
Jerry Hayes, revealed the 


news to TV cameras. 

"Several children under the 
age of 10 were found on the 
list - five were in the same 
ward," he said. 

WOMAN'S TWO HOURS IN 
CAGE 

HUMAN rights campaigner 
Pamela Bullen spent more 
than two hours locked in a 
small cage outside Harlow 
Advice Centre on Saturday. 
But her pavement protest, 
aimed at bringing the work of 
Amnesty International into 
the public eye, was in vain. 
"Nobody had even heard of 
the organisation and they 
didn't understand what I was 
doing in the cage," Pamela 
(22) explained. "The general 
reaction was hysterical 
laughter." 


VETERAN CYCLE RALLY 

BONESHAKERS, penny 
farthings, a tricycle, three¬ 
wheeled tandem and 
recumbent were all on display 
for Harlow Cycle Museum's 
first veteran cycle rally on 
Sunday. 

The rally marked the 10th 
anniversary of the museum 
and it is hoped it will become 
a regular event. 


DO YOU REMEMBER? 


Has anything in this week's 
Nostalgia jogged your 
memory? 

Write to Nostalgia, Harlow Star, 
6-8 West Gate, The High, 
Harlow, Essex CM20 1JW or 

email wilkinsonb@hertsessexnews.co.uk 
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The debt 
worries 

A LOCAL company can help any 
home owners who have the threat 
of bailiffs or repossession hanging 
over them. 

Housebought4cash.com will 
buy your property in 7 days or less 
allowing you to avoid repossession, 
repay your mortgage and clear any 
arrears. Acting early could leave you 
with cash and a clear credit record, 
allowing you to carry on living as 
normal without the stress. 

For property owners in serious 
mortgage arrears or facing 
repossession, estate agents have a 
limited choice of options to offer 
those that need to move quickly. 

Housebought4cash.com can help 
- give them a call on 0871 288 
4740 today. They will give you a 
fair offer for your property in as little 
as 48 hours. 

A smart 

move!... 

YOU may have found yourself in 
the difficult situation of needing 
to urgently sell your house, for 
whatever reason, be it for fin ancial 
reasons like repossession or 
bankruptcy, separating or divorce, 
or just needing to free up the 
equity in your property. However, 
you will still need somewhere to 
live after the sale completes. 

Housebought4cash.com will 
guarantee a quick cask offer for 
your property whatever your 
circumstances. It is possible to 
sell your home and rent it back 
from them at a fair price - you 
could even have the money within 
7 working days and not have to 
find somewhere else to live. Their 
discreet service means that even 
your neighbours will not know 
that you have sold your home. 

This can free up capital that is 
locked in your home - it may also 
reduce your outgoings, if your 
rent is less than your mortgage 
payments. It also means that your 
house cannot be repossessed and 
if you have been threatened with 
a bankruptcy order, you may be in 
a position to pay of your creditors, 
giving you a fresh start. 

So why not give 
housebought4cash.com a call on 
0871 288 4740. It might just 
be the best move you will ever 
make. 

Sell your 
property 
and rent 
it back 

THERE are many reasons why 
people choose to sell their homes or 
property. You may even want to sell 
your property and continue to live in 
it by renting it back. 

If you need to sell your home 
quickly you should speak to 
housebought4cash.com. They 
act discreetly and no sale board 
will appear outside of your 
home. Respect for individual 
circumstances is absolutely 
important when dealing with 
sensitive financial matters. 

You can visit their website at 
www.housebought4cash.com 
and get a guaranteed offer within 
48 hours. Use your mouse to sell 
your house! 


CASH CRISIS? 

Local company offers homeowners fast solution 



MANY home owners could cash 
in on the value of their homes 
if they get the best free advice 
from a local reputable company. 
It is a fact that many people 
choose to sell their homes 
and rent back their property, 
enabling them to receive a cash 
lump sum and free them from 
their debt repayments. 

There are many reasons that 
people choose to cash in the 
value of their homes and one 
local company will consider any 
type of property that you wish 
to sell. Housebought4cash.com 
have already helped many local 
homeowners transform their debt 
problems quickly and discreetly. 
Some of the most common reasons 
that people need to sell quickly are 
redundancy, divorce or separation, 
repossession proceedings, illness, a 
new house purchase or emigration. 
No circumstances are ever identical 
and all situations are considered. 
Remember, a fast cash offer will 


EXCLUSIVE By JOHN REA 

be made to the homeowner for the 
property you want or need to sell. 

Mr M of Cheshunt needed help 
to sell his home, “I purchased a 
property for development and 
was in the middle of refurbishing 
it when my relationship broke 
down.” 

Relief 

“At the time when the house 
looked a total mess, I have to say 
I thought it impossible to sell it on 
the open market. I then noticed an 
advertisement in a local free paper 
and within 48 hours had agreed to 
sell my property. What a relief’ 

Another advantage of using 
housebought4cash.com is that 
they act quickly. The threat 
of repossession can often put 
enormous pressure on families. 

The simplest way to avoid 
repossession is to sell your home. 



Rising interest rates are a concern for some families 


A quick property sale can avoid the 
uncertainties of the housing market 
which could put your home at risk. 

Equity can be raised quickly 
through a fast property sale, so 
you can clear outstanding debts, 
reach a quick financial settlement 
and move on in your personal life. 
You may be in the middle of a 
stressful divorce or separation and 
the pressure can be quite daunting. 
Housebought4cash.com will help 
you find the best solution whether 
you want to move away and make 
a fresh start, or stay in your home 
and keep your family settled. 

More and more people want to 
release equity in their homes whilst 
wishing to continue living in the 
property. Housebought4cash. 
com will buy your house and you 
can remain in your home as a 
tenant for as long as you require. 
This can solve your financial or 
accom m odation problems, simply 
and easily. 

Whether you have found your 
dream home and need to sell 
quickly, are relocating, moving 
abroad, need access to the cash 
locked in your property or 
simply don’t want to worry about 
the wait on the open market, 
housebought4cash.com can help 
with your situation. The company 
will listen to all circumstances and 
will act discreetly at all times - no 
nosy neighbours need ever know 
and no ‘for sale’ sign will ever go 
up outside of your property. 

You can make a smart move 
today by visiting their website at 
www.housebought4cash.com or 
call them on 0871 288 4740 for 
free advice on a stress-free future. 

Remember, they can make an 
offer in less than 48 hours and 
complete in as little as 5 days. 


Sell and rent back 
Large cash sum 
Discreet sale 
Mortgages cleared S 
Stop repossession 
Guaranteed offer 
Make a smart move today - call 


.08712884740 


www.housebought4cash.com 

'Usual offer between 75% and 85% of current market value 
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Gordon 

starring 



First place for first aiders 


YOUNG first aiders from 
Harlow triumphed in a St 
John Ambulance regional 
competition when they 
represented Essex against 
other counties. 

Katherine Baterip (13) and 
Sheena Gupta (16), both St 
John cadets in the town, came 
first in their category beating 
teams from Hertfordshire, 
Suffolk, Norfolk, Bedfordshire 
and Cambridgeshire. They 
will now go on to represent the 
region at a national contest. 


They are pictured above 
receiving their trophy from 
Tony Gibney. 

In the older age group, Gina 
Wil li son (16) and Katherine 
Saville (19) put in a credible 
performance to take second 
place for the county. 

Susan McKenzie, divisional 
superintendent for St John in 
Harlow, said: “The girls 
worked hard preparing for 
the competition and put in a 
very good performance on the 
day. I am proud of them all.” 
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exclusively 

Mamas & Papas 

Cheshunt - High Street 

At the very end of Cheshunt High Street 


Exclusively Mamas & Papas Designer Nursery Store 
53-55 High Street, Cheshunt EN8 OBS Tel: 01992 642250 
mamasandpapas.com 


Plus many more 
great offers 
available in-store 
over the Bank 
Holiday Weekend 


Opening Times 
Saturday 9.30 - 5.30 
Sunday 10.00-4.00 
Monday 10.00-4.00 



given a 
role 


A TEENAGER from Harlow 
who gives up his time to help 
several local drama 
groups and charities 
has been named a 
Young Person of the 
Year. 

Self-taught backstage 
technician Gordon 
Clarke (16), of 
Watlington Road, was 
among 20 youngsters 
invited to County Hall 


GORDON CLARKE 


in Hertford to receive 
their awards. 

Before an audience of more than 
200 including local dignitaries, 
they shared more than £6,000 
worth of prizes. Gordon received 
a laptop computer worth £500. 
Among the many groups 
benefiting from his theatrical 
expertise is Sawbridgeworth's 
YOUTH Create, where Gordon 
has been a volunteer since he was 
13. Not only does he teach sound 
and lighting skills to other young 
people but he also worked on a 
grant application to secure £5,000 
for new equipment,which he then 
installed himself. 

He is also involved in Bishop’s 
Stortford disabled drama group 
Actability, the Real Music 
Network which helps up-and- 
coming local bands, and the 
Realife Trust which provides 
support and runs enterprise 
schemes for the disabled and 


disadvantaged. 

Gordon has also worked with 
drama group the Sawbridgeworth 
Players and will be stage 
managing the company's next 
production. 

A pupil at Leventhorpe School in 
Sawbridgeworth, Gordon was 
nominated for his YOPEY award 
by volunteering charity V- 
involved. 

His citation reads: “Gordon is an 
exceptional person who has given 
so much of his free time to make 
a major impact for a number of 
organisations that are a key part 
of community life.” 

Awards organiser Tony Gearing 
said: “Gordon manages to cram in 
all his volunteering while studying 
for four A-levels. 

“By helping all these organisations 
and others - he even did the lights 
for our awards ceremony - he has 
notched up over 400 hours of 
selfless volunteering.” 


Sunday school kids 
coining in the cash 



WELL aisle be blowed! 
Youngsters attending St Mary 
Magdalene’s Sunday School in 
Potter Street, Harlow, collected 
enough coins to cover the entire 
church aisle in a recent 
fundraising drive. 

The children, all aged under 12, 
have been amassing the money in 
the run-up to Christian Aid week 
and on Sunday made a start on 


counting it. 

However, they collected so many 
coins that they still don’t know 
for sure how much they have 
raised. 

Sunday School leader Karen 
Herbert said: “The children really 
got into the spirit of Christian 
Aid Week and can’t wait to find 
our how much they collected for 
this very worthwhile cause.” 


Fundraiser for 
flat fire victim 

THE family of Kevin Chappie, the 
young man who was left with serious 
brain damage in a flat fire started by 
arsonists in 2005, are holding a 
fundraising evening. 

The event, which takes place at 
Harlow Rugby Club in Ram Gorse 
next month, includes a disco and 
raffle with various prizes donated by 
local businesses. 

Kevin (30), whose girlfriend Kerry 
Youngs lost her life in the blaze, 
remains in care and the money raised 
will go towards treatments such as 
acupuncture and speech therapy to aid 
in his recovery. 

Tickets for the evening on June 7 cost 
£6 and are available by calling. 

Valerie Rees on 07951 061863. 

Church's 50th 

CELEBRATIONS have been held to 
mark 50 years of worship at Harlow's 
David Livingstone United Reformed 
Church. 

A coffee morning was held during 
which a special birthday cake was 
shared and photographs taken as a 
permanent record of church members 
and friends. 

The following day the church 
organised an anniversary service 
during which church elder Betty 
Edwards recalled the church's history 
and previous ministers. 

PAH awards 

PRINCESS Alexandra Hospital 
chiefs are planning to reward their 
‘diamond’ staff to mark the 60th 
anniversary of the National Health 
Service. 

Nominations are being sought from 
patients, relatives and staff to honour 
employees who have gone the extra 
mile to improve patients’ experience. 
Chief workforce officer Alan Farmer 
said: “It’s important that the work of 
our staff is recognised. We're 
encouraging everyone who visits the 
trust to nominate anyone they feel is 
worthy.” 

The deadline for nominations is May 
30. Forms are available at the hospital 
or by calling (01279) 827926. 

Burma appeal 

ROTARY Clubs across Essex have 
swung into action to aid the cyclone- 
hit people of Burma by raising funds 
to provide shelterboxes. 

More than 800 of the boxes - which 
contain a tent, blankets, tools and 
other survival equipment - have 
already been distributed. 

To make a donation to the Rotary 
campaign to provide more write to 
Rotary District 1240 Treasurer, 
Fermain, Gorse Lane, Tiptree, C05 
0AH. Cheques should be payable to 
Rotary District 1240 and marked 
“Rotary Shelterbox Burma Appeal” 
on the back. 

Volunteer plea 

A SCHEME which helps disabled 
people access the local community is 
in need of new volunteers in the 
Harlow and Epping areas. 

The Essex Coalition of Disabled 
People is looking for new people to 
get involved with its Independent 
Visitors Scheme. 

For more information call (01245) 
392310 or visit the website at 
www. ecdp. org. uk 

St John dance 

A BARN dance takes place in aid of 
St John Ambulance on Saturday, with 
proceeds going towards the purchase 
of a new vehicle. Tickets for the event 
at Our Lady of Fatima Church in 
Howard Way, Harlow, cost £12 
including food. Call 08712 341752. 
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We can't watt to Wn$ you pw new Sommer Collection*. W« think they are pretty a mning and we think you will too. We just need to make 
enough room r« fit them in qm showroom. That's why we've taken a deep breath and knocked AIL our Spring showroom clearance furniture 
down to half price or -even less for this weekend. When IT* gone, it's gone, so if you like the looie oF any of it get over here sharpish. 


Baxter 

2 seal »Fa in ivory fabric 
was C&89 


UNDER HALF PRICE 
£299 



Aston 

3 seat double recliner in brown 
leather was C112S 


UNDER HALF FRIGE 
£399 


5tre»te» 

Captain'* chair + stool in batick 
cream IcaThrr was E959 


UNDfR HALF PRICE 
CMS 


Chicago 

left hand facing chaise group in red 
leather + fabric was CM39 


HALF FIICI 
£999 



Paris 

large sofa + Chair tn brown leather 
was £3008 



Nituzzl 

Encorner grouy in black leather 
was £4437 


UNDER HALF PRICE 
£1999 


Connexion 

map*? finish storage coffee tabic 

was £BQO 


HALF PRICE 
£299 


New Inspirations 

oaty walnut finish ? d«r*idf board 
wa* eee$> 


HUGER HALF PRICE 
£299 


Connexions 

maple finish display unit was E909 


UNDER HALF PRICE £339 


Graphic 

b=5rrk finish sideboard was Cl 599 


UNDER HALF PRICE £595 


Normandy 

oiled oak fms&h dining table ft 6- feather f 
microfibfc chairs was £1793 


■All PRICE 
£999 



Chicago 

iwo tone walnut finish 135cm 
bedframe fi slats was £549 


NAIF PRICE 
£299 


Irish Coast 

rustic finish 2 door narrow wardrobe 
was £C49 


UNDER KA1F PRICE 
£299 


Torres 

160cm eon temporary Italian black 
leather bedstead was C2BS9 


NAIF PRICE 
£1299 


hrity 1000 

I BOcm deep pwket spring maftress 
was £760 


RALE PRICE 
£379 


Satcombe 

180cm bed surround - antique silver 
Finish was f 10.29 


UNDER NAIF PRICE 
£799 


Tuscan 

135cm modern bedstead m a nubuck 
suede effect tan fabra: was £G19 


UNDER HALF PRICE 
£219 


CLEARANCE MUST END MAY RANK HOLIDAY 10am-5.30pm 

WWW.FISHPflDlS.CO.UK GENUINE INTEREST FREE CREDIT* 


Open: Weekdays 9am nqi £.30(wa ClOSEO Thursday, Saturday 9am to 6pm, Sundays lOJtJam to 43Dpm. 
H:gh StreeU Wa'Iham Cross, Hens* EN6 JPL Just 2 minutes f romj.25, M25. 

Telephone: 0T392 63 64 65 | 'Ask fm written details 

All offro are HAtfCi w availability, picture* for illustrative purposes only. 


FISH POOLS 


A WORLD OF FURNISHING IDEAS 
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Bridget joins a 
Lords debate 

THE House of Lords played host 
to a teenager from Harlow who 
was keen to make her voice 
heard. 

Bridget Hutchings (17) was one 
of six Essex representatives of 
the UK Youth Parliament who 
spoke out on issues concerning 
young people during a three- 
hour session on Friday. Among 
the topics were recycling, tuition 
fees and lowering the voting age. 
Essex County Council schools, 
children and families cabinet 
member Simon Walsh said: “It’s 
brilliant that the representation 
of young people is being taken 
so seriously by the House of —^ 
Lords. The next goal has to be' a 
debate in the Commons.” 

The Youth Parliament’s session 
was only the second time the 
House of Lords has been used 
for a non-Parliamentary debate. 

Drop-in centre's 
respiratory aid 

WEST Essex’s first drop-in 
centre for those with respiratory 
problems is opening in Harlow. 
The British Lung Foundation 
and West Essex Primary Care 
Trust are jointly offering the 
service, which will operate once 
a month from June 3, l-3pm, at 
the Purford Green Community 
Centre, in Tumbler Road, as 
well as the regular Breathe Easy 
Group meetings on the first 
Monday of each month at the 
Jack Silley Pavilion, in Epping. 
If successful, a similar service 
may be set up in Epping Forest. 
Call (01992) 573387 for details. 


Student scoops web 
role for global tour 



A dove to launch eco burial site 


AWARD-winning journalist 
Kate Adie has formally opened 
the region’s first eco-friendly 
cemetery. 

At the opening of Epping Forest 
Burial Park, in Kiln Lane, 


North Weald, she released a 
white dove before inviting 
guests to take a stroll through 
the beautiful 52-acres of 
woodland. 

Park marketing manager Fran 


Hall said Ms Adie was asked to 
open the burial park last week 
because of the unique 
encounters with death, chaos 
and violence she has 
experienced in her career. 


A GLOBE-trotting 
Harlow student has 
embarked on the trip of 
a lifetime after booking 
his place as the intrepid 
presenter of a new real¬ 
ity travel show. 

Dave Brett (18), who 
studies travel and tourism at 
Harlow College, beat thou¬ 
sands of hopefuls from 
throughout the UK to win 
one of six places on a six- 
month world trip document¬ 
ed on social networking 
website Bebo. 

The thrill-seeker has an 
unquenchable thirst for travel 
and has already conquered 
most of Europe, jetting off 
most weekends from Stansted 
Airport to the continent. 

Inspired by TV travellers 
Michael Palin and Ewan 
McGregor, he believes it was 
his raw passion for new coun¬ 
tries and cultures which swayed 
the judges. 

“I live for travel, so I was 
absolutely over the moon when 
I found out I’d won,” he said. “I 
know it sounds over the top, 
but it’s going to be like winning 
the Lottery every week for 
me.” 


By CHRIS MOSS 

mossc@hertsessexnews.co.uk 

But Mr Brett, who lives with 
his grandmother in Aynsley 
Gardens, Harlow, while he 
studies, is still in the dark about 
just where the show will take 
him after starting his trek yes¬ 
terday (Wednesday) because 
producer Endemol has kept the 
destinations under wraps. 

“It all adds to the excitement 
- although it’s going to make it 
a bit difficult to know what to 
pack!” he said on Friday. 
“Although I've seen lots of 
Europe, I've never travelled 
outside the continent so I'm rel¬ 
ishing the opportunity to visit 
the places I've always dreamed 
of going to.” 

And despite Endemol’s repu¬ 
tation for springing the odd 
nasty surprise on the contest¬ 
ants of its most popular show - 
Big Brother - Mr Brett remains 
unconcerned. 

“If they do surprise me, it 
will all just add to the experi¬ 
ence. I’m determined to have 
fun on this trip while remaining 
informative for the viewers.” 

To follow his progress, visit 
www.bebo.com/thegapyear for 
daily video updates of his trav¬ 
els. 



^ Canons Brook Golf Club 

Elizabeth Way, Harlow, Essex. 

7 1 Tel: 01279 421482 www.canons bii5SR?5& m 

T / 


' 


Canons Brook^GoJfj^lUbEepresents ^e ^^^gjjnajijsBjieasiur^labout thei game^. 

CIubnous^^|h^ ^ml ship course 


V. ivJfav 


18.holes Green Fees (no handicap^required) 


* i ’ v\viy, 

^ ,£30 pgHrqund 

Twilight rounds from 4pn^ EVER jfiBffi^£-T5 j5er round 
Please contact on 01279 421482 or 01279 418357 for more information 
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At Sleepmasters we know you can't beat the feeling 
of a bed that's just right for you. That's why we have 
a simple firmness and luxury rating to help you 
choose your perfect bed. With huge sale reductions, 
an extra £100 off and a free 5 year guarantee, 
the perfect bed is easy to afford too! 



HALF PRICE 

SALE 


m 


Free Until Autumn 2008*’ 
or u tS40 Months 
Interest Free Credit + 


Also available 
in black and deep red 
at £499.95 

Price for bedstead only. 


Headboard 
available at 
extra cost. 

Matching pillowcases 
not available. 


Indulgence - Kingsize 

1475 individually nested 
pocket springs and sumptuous 
pillow top caress your body for 
fantastic comfort and support. 

Includes 2 drawers. 

Usually £4-599^95 ** 

Sale Price 
£799^5 


NOW ONLY 

£699 95 

SAVE £900 


Sofia - Kingsize 

Indulge in a feeling 
of opulence with this 
luxuriously styled brown 
leather bedstead. 


Usually £999r95~ 

NOW ONLY 

Sale Price 
£499:95 

£399-95 


SAVE £600 


Sleepmasters 

Harlow, The Oaks Retail Park, Howards Way 
(within Harveys) next to Carpetright 
Telephone (01279) 432 727 

Buy online at www.sleepmasters.co.uk 

Opening Hours: 

Monday - Friday 10am-6pm. 

Saturday 9am-6pm. 

Sunday 11am-5pm. 




All beds may not be available in all stores. **On orders over £499 - stock items only, t All finance subject to status. The Usually price is the price that was charged in the following 
stores from 22/11/07-19/12/07. ■■Bolton, St Helens, Aintree, Wakefield, Stockton, Leicester, Gloucester, Catford, Charlton, Exeter, Watford, Lisburn, Nottingham, Luton, Llandudno 
and Blyth. A A Warrington, Blackpool, Stockton, Loughborough, Derby, Andover, Cribbs Causeway, Charlton, Norwich, Manchester, Wembley, Congleton, Durham and Belfast. 
♦♦Bolton, Liverpool, Clay Cross, Burton, Newbury, Slough, Darlington, Birstall, Exeter, Milton Keynes, Plymouth, Sunderland, Ballymena, Watford and Hull. *Offer starts from 

30th April 2008 through until 3rd June 2008. 

TYPICAL 

0%APR 
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HARRISON 
BAKER 

Passed away 
8-5-08. 

So sadly missed by 
Great Nan Slee 
and Auntie Rosie 


In 


TED 

BULL 

loving memory 
our wonderful 


of 



Grandad and Great 
Grandad George 
. Edward Albert Bull, 

// died 16th May 2008 
aged 90. 

We will always be 
thinking of you. 

I We love you so dearly. I 
Wayne, Ann, 
Charlotte and 

II Samuel xxxx 


TED 

BULL 


My Loving 
Husband. 

Rest in peace after 
all your suffering. 
Till we meet again. 

From your 
everloving wife Et. 
God Bless You 


GEORGE 
BULL (TED) 

Passed peacefully 
away on 16th May 
2008 at Princess 
Alexandra Hospital 
after a long and 
bitter illness. 
Many thanks to the 
kind nursing staff 
who made his last 
days comfortable. 
He will be sadly 
missed by his 
devoted wife and 
family. 

The funeral will 
take place at 
Parndon Wood 
Crematorium on 
Friday 23rd May 
2008 at 12.00 noon. 
All enquiries and 
floral tributes to 
Daniel Robinson & 
Sons, Wych Elm, 
Harlow. Tel: 01279 
426990 


Sfoaniel Robinson & Sons^j 

Independent Fcm ify 

Funeral Directors & Monumental Masons 

Apcocrel o*n m q zcr*Kt Nr a tariff tuness 6ty or nett 

CXif K* 0*1 tWY Ml r* Gtnfclw* i* 

KMte cr ary TOttt*' 



144K^ Vs+ai hcnh 

TeiCtttS *0590 ■ 


H2fS^24re 


Btehcv'i 3h*tkm) 
TM WJ7I 4J34TT 


l«M Ur* Un» 
Omk D*o*»o« 


it fem+rca-fl%r • CakUn ( WVffv 




• FUNERAL* 

■ Pre-Paid Funeral HOME 

Plans JEROME MASTERSON Dip Fd-MBIFD 

• Private Chapel 
of Rest 


Telephone: 

01279 626238 


• Irish repatriation 
specialists- 

• Catholic Funeral 
Director available 

• Horse Drawn 
Hearse available 


STATION ROAD, OLD HARLOW, ESSEX CM17 0AS (Car park at rear of funeral home) 


LOCAL INDEPENDENT FAMILY FUNERAL DIRECTORS 
AND MONUMENTAL MASONS 


Arrangements can be made in the comfort of your own home J 


# STUART POULTON 

“THE FAMILY FUNERAL DIRECTORS” 

Fourth Generation Family Owned Business 

You will always speak to a family member. 

24hr service day or night. Private chapel of rest. 

Funerals arranged in the comfort of our office or own home. 

Head Office 

Stuart Poulton House, High Road, North Weald, Bassett, Essex CM16 6BU 

01992 522607 / 572607 

www.poultonfunerals.com stuart@poultonfunerals.com 
'Sjf “WE’RE THERE BECAUSE WE CARE” 


EJ. PINNOCK & SON 

Funeral Directors Est over 60 YEARS 

10 BUSH HOUSE - BUSH FAIR • HARLOW • CM18 6NS 
24 HR SERVICE 01279 422123 

Family Owned & Run y . 

home Visits Available 1-1/A 1 

Private Chapel of rest 
Pre paid funeral plans ( Traf 

Courtesy car available to * 
the registrar if required 

email:michael@fjpinnockandson.co.uk^£, f 
website: www.fjpinnockandson.co.uk ml ^ 


TED \ 
GEORGE 
BULL 

My dear Dad, you 
were my best friend. 
No more suffering. 
Rest in peace. 
God bless. 

Love you always. 
Your daughter 
Barbara and 
son-in-law John 



IVY 

BURRIDGE 

Passed away 
peacefully on 
Saturday 17th May 
2008, aged 98 years. 
A much loved and 
sadly missed Mum, 
Nan and Great Nan. 

Funeral service to 
take place at Parndon 
Wood Crematorium 
on Thursday 29th 
May 2008 at 10am. 
Flowers or donations 
made payable to 
“Ashlyn’s Activity 
Fund” may be sent 
c/o Daniel Robinson 
& Sons, Wych Elm, 
Harlow. Telephone 
01279 426990. 


MAVIS 

DAVID 

Our friend, our 
confidant, our Mum. 
You have no idea 
how much we are 
going to miss you. 
We hope you are now 
at peace with Dad, 
and can be happy 
once again. 

Stiff can’t befieve 
this has happened. 
Sieep tight Mum. 
Love you forever. 
Caz and Steve xxxx 


DAVID 

MAVIS 

Mum, your sudden 
passing has left a 
huge void in our 
lives. 

We will treasure all 
our happy memories 
spent with you 
forever, and times 
ahead will be very 
hard without you. 
Rest in peace, finally 
reunited with Dad. 

Thank you for 
being our special 
Mum and Nanny. 

Joanne, Mick, 
Helen, James, Joe 
and Hayley xxxx 


MAUREEN ANN 
CONNELLY 

Peacefully in St. Clare Hospice on 13th 
May 2008, aged 67 years. The beloved 
Mum to Fraser, and a dear sister to Peter. 
She will be sadly missed by all her loving 
family and many friends. Maureen’s < 
funeral service is to be held on Thursday 
29th May 2008, at Parndon Wood 
Crematorium Chapel at 12.30pm followed 
by interment in the cemetery. All flowers 
and enquiries please to the Funeral k 
Directors, Masterson Funeral Home, 
Station Road, Old Harlow, Essex CM 17 | 
OAS. Tel. 01279 626238 


MAVIS DAVID 

13.05.1940 - 13.05.2008 
Suddenly without warning whilst visiting Spain 
on her Birthday, Mavis passed away. A devoted 
wife, mum and nan. She will be sadly missed by 
Joanne, Caroline, Mick, Steve, Helen, James, 
Joe and Hayley. 

Finally reunited with her much missed husband, 
Brian. 

Memorial service to be held at Parndon Wood 
Crematorium Chapel on Friday 30th May at 
2.30pm followed by a celebration of her life at 
The Link. All friends and neighbours are very 
welcome to join her family. 

Flowers and donations if desired, made payable 
to The Neonatal Unit Princess Alexandra 
Hospital, may be sent to Daniel Robinson & 
Sons, Wych Elm, Harlow, Essex CM20 1QP. 
Tel: 01279 426990 


Co-operative Q Funeralcare 

Your local Funeral Director 


Our caring staff are here to listen and 
advise you, 24 hours a day, 7 days a week. 

• Pre-payment plans 
• Floral Tributes 

t 

Old Harlow 

01279 441444 

/Q 20 High Street, Old Town |® 



PATRICIA DORIS LEWIS 

(known as Pat) 

Passed away peacefully on Saturday 17th May 
2008, aged 77 years. Dearly loved wife of John, 
Mum to Dave, Steve, Johnny, June and Trev and 
a much loved Nan to nine grandchildren. She 
will be sadly missed by all her family and 
friends. Pat’s funeral service will take place at 
Holy Cross Roman Catholic Church, Harlow on 
Friday 30th May 2008 at 10.45am followed by 
cremation at Parndon Wood Crematorium at 12 
noon. 

Family flowers only please, but donations, if 
desired, may be made payable to either “St. 
Clare Hospice”, “Cancer Research UK” or 
“MacMillan Nurses” and sent c/o Daniel 
Robinson & Sons, Wych Elm, Harlow. 
Telephone 01279 426990. 

Rest in Peace 


ERNIE RAMPLING 

Passed away peacefully on Monday 19th 
May 2008, aged 80 years. Loving 
Husband, Dad and Grandad. He will be 
sadly missed by all his family and friends. 
Ernie’s funeral service will take place at 
Parndon Wood Crematorium on 
Wednesday 28th May 2008 at 4pm. 

Flowers and all enquiries to 
Daniel Robinson & Sons, 

Wych Elm, Harlow. 

Tel: 01279 426990. 


SLADDEN. — Frank. 
Dear Dad, so glad I was 
able to kiss you goodbye. 
Love you, Toni, Ray, 
Daniel, Ricci and Sian. 


SLADDEN. — Frank. 
Passed away peacefully 
Sunday 18th May 2008. 
Always loved you dad, 
will miss our funny little 
chats. To kiss you at the 
end was a privilege. In our 
hearts forever. John, 
Karen and family. 


In Memoriam 


DING. — Trevor. Died 
May 20th 1968. In our 
thoughts you will always 
stay. Loved and 

remembered every day. 
God Bless. Beryl, Monica 
and Bert, xx 

DUNCAN. — Sheena. 
17/11/1982-27/05/2007. 
Loving memories of a 
dear sister Sheena. Gone 
are the days we used to 
share, but happy 

memories are always 
there. Will miss you 
forever. Love Melanie and 
Dan. 


KEN 

LANDER 

BA (Hons) 

13.5.21 - 19.5.08 
Passed away at home 
peacefully. Ken will 
be greatly missed by 
Bette, his wife of 63 
years and his 
beloved family and 
friends. 
Cremation at 
Parndon Wood 
Crematorium on 
29th May, 10.30am 
— it will be a 
celebration of his 
life, bright colours 
only. 

Donations to 
Diabetics Society or 
RNIB c/o Daniel 
Robinson, Wych 
Elm, Harlow. 


DUNCAN. — Sheena. 
Special memories of our 
daughter who was taken 
from us on 27/5/07. We 
hold you close within our 
hearts, and there you shall 
rem a in. To walk with us 
throughout our lives until 
we meet again. No words 
can express how much we 
miss you. Love you 
always Mum and Dad. 



VtareyoieeAlnd tAou^AfA w) 
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FAMILY NOTICES 


Births, Marriages, Deaths, etc. 

Notices in this column must conform to the 
“house style” of Herts and Essex Newspapers. 
The management reserves the right to alter 
copy to comply with these conditions. 
Announcements cannot be accepted over the 
telephone. Birth announcements can only be 
accepted to appear in this publication, 
providing they are signed by one or other of 
the parents. Engagements and Forthcoming 
Marriage Notices require the signature of both 
parties. All other announcements must be 
accompanied by the signature and address of 
the sender. 


DUNCAN. — Dearest 
Sheena. A beloved 
granddaughter passed 
away 27th May 2007 aged 
24. Dearly loved, ever 
remembered. Nanna. 


DONNA 

DUNNAGE 

A dear friend 
1 st Anniversary. 
Sorely missed 
and never 
forgotten. 

We miss you. 
Martina, Chris 
and boys, 


15.12.31 - 
21.05.04 

SIDNEY JOHN 
MAFFIA 

Four long years since 
you passed away. 
My love for you 
grows stronger each 
day. God bless you 
my darling. 

Your wife Dot and 
all the family 


GOLLINS. — Dad and 
Grandad. Thinking of you 
always and loving you 
forever. Tracy and Katie, 
xx 

GOLLINS. — For a lovely 
Dad and wonderful 
Grandad and Great 
Grandad. Thinking of you 
on your birthday and 
every day. Love and miss 
you lots. Sue, Pete 
Donna, Scott, Elliott and 
Josh, xxxxxx 

GOLLINS. — I will never 
forget you Dad. Love 
Shan, x 

GOLLINS. — Pat, 

thinking of you on your 
birthday May 26th. I will 
love and miss you always. 
Your loving wife Cath. x 

HAMPSON. — Bill and 
Beryl. As we shed another 
tear we can’t believe it’s 
been a year, since we laid 
you both to rest we’ve 
talked of times - worst and 
best. As we gaze into the 
heavens searching for 
your soul or presence, we 
can see the two of you 
together again and 
tickety-boo. With love 
from all your family. 

HARRIS. — John. 

1908 - 2008. Daddy. 
Remembering you with 
love on your birthday 23rd 
May. God Bless. June, 
Bob, Kay and families. 

HUDSON. — William 
John Albert. Uncle Billy, 
two years is a long time. 
Miss you and love you so. 
Until we meet again. 
From all the family, xx 


^KEEBLE 

r 24th May 2007. 

A most gracious 
lady, who 
charmed all she 
met. Hilda we 
1 miss you so much. v 
All your friends 
and Len. 


t 

NELLIST 

JOHN 

CHARLES 

May 25th, 1997. 
Cherished 
memories that live 
forever in 
our heart. 
Lovingly 

remembered by his 
wife and family. 
Barbara, Adrian, 
Andrew, Paula, 
Diane, Rebecca, 
Daniel, James and 
Katrina. 


ANDY 

PERRY 

25.5.07 
Dad, Grandad 

It’s been a long 
year without you, 
we think about you 
every single day, 
miss you to the 
Moon and back. 
Love Lisa x Heidi x 
Simon x Harry x 
Woody x 


In Loving Memory 

MAVIS 

SIMKINS 

22nd May 2007 
She lived her life 

For those she 
loved 

And those she 
loved 

Will remember 

Always in our 
hearts 

Family and friends 


James Hawes 

G Funeral Directors 

OODCHILD 


© + 


Family run for over a century! 


Also at: 

5 The Broadway 

Independent funeral director 

and memorial mason Te | : 0208 527 1508 
The Stow (Outer Road), Harlow, 

Essex. CM20 3AQ 


216 Well Street 
Hackney 

_ , _ . . ___ _ _ London E9 6QT 

Tel: 01279 427362 Tel: 0208 985 4231 
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Fa 

milf Announ 

cemen 

ts 


LEN 
MATTHEWS 

May 22nd 
Our 60th Wedding 
Anniversary. I’ll think 
of the happy times we 
had together. The 
memories of you and 
those days will stay 
with me forever. 
God bless 
Ivy. 


KERRY 

SMITH 

22.5.68 - 
02 . 01.02 
40th Birthday. 
We all miss you 
so much. 
Love Mum, Dad, 
Gary, Kay, Kara, 
Family and 
Friends, xxx 



Congratulations 

SAMMY 
and JAMIE 

on the birth of your 
beautiful son, Kasey. 
All our love 
Mum, Dad, Lewis 
and Kayleigh, 
Nathan, Charz, 
Honie and Lowin 


IT’S AG 



KERRY and 
PAUL PALMER 

Congratulations on 
the birth of your 
beautiful baby 
daughter Amelia, 
15th May 2008. 
Lots of love and 
best wishes to you all. 
Mum, Dad, 

Dean and Jo-Anne 
xxx 


ft 


LUKE 

ADAMS 

Happy 6th Birthday, 
24th May. 

Have fun. 

Love you lots 
Mummy, Daddy and 
Oliver xxx 


16th Birthday 


WILKINSON. — Nathan. 
Happy Birthday “16” at 
last. Have a great day. 
Lots of love, Natalie, 
Russ, Abbie, Chris, Ellis, 
Callum and Evan, xxx 
WILKINSON. — Nathan. 
Happy 16th Birthday 
darling. Have a great day. 
Love ya lots, Nan and 
Grandad, xxx 


30th Birthday 


SULLIVAN. — Michael. 
Remembering your 
birthday Mike, on May 
27th. Greatly loved and 
never forgotten. With love 
from Shirley and family, x 

WATTS. — Pam (Sach). 
It’s your birthday again 
and I miss you so much. 
Love you always, Om. 


Birth 

Congratulations 



NATHAN 

WILKINSON 

Happy 16th Birthday to a 
wonderful Son! Lots of 
love Mum, Steve, Carrie 
and Leah 


GOTCHA! 

CHRIS SEVERN IS 30! 


Happy 



apm 
Birthday 
Love Mum, 
Dad, Anita, 
Daniel and 
Keeley 


40th Birthday 


1st Birthday 


HANSEN. — Corey. 

Happy 1st Birthday. Love 
from Mummy, Daddy and 
Kieone. 

HANSEN. — Corey. 

Happy 1st Birthday. Love 
Great Nanna, Great 
Gramps, Nanna Sue, 
Kirsty and Mike, xxx 


6th Birthday 


WILKINSON. — Nathan. 
Happy 16th Birthday, May 
23rd. Lots of love, The 
Bonns. xxxx 


18th Birthday 


i- 


JADE 

MULLIN 

Happy 18th birthday 
25/5/08. Have a great 
day. Lots of love 
Mum, Kevin and 
Lauren xxx 


21st Birthday 


GINGER ALERT 


Happy 40th 
Birthday 

TRACEY 

WELSH 

Have a fab party. 
Lots of love Jo 
Mo, Kelly and 
Darren, Sam and 
Hollie, Nikki 
and Dave xx 




.-L 

Happy 40th Birthday to 

MARK 

YOUNG 

From Mum, Dad, 
Jimmy and Bernie 
James and Matthew 
xxxx 


60th Birthday 


GARRAWAY. — Peter. 
Wishing you a very 
Happy 60th Birthday. Lots 
of love from Jan, Angie, 
Steve, Dylan and Ruby 
xxxxx. 


JAY CORBY 



Happy 21st 
Birthday. 
Love you 
lots. Mum, 
Dad, Aaron, 
Louis 



LEE 

HARROLD 

Congratulations on your 
21st Birthday. All our 
love from Mum, Dad, Aly, 
Nan and Grandad 




PETER 

MALT 

Happy 21st. Love 
Mum, Dad, Becks, 
Matt, Nan, Gramps, 
Dave, Sue 



f M 

KATIE 

TOVELL 


Happy 21st Birthday 
on 25th May. 
Love Mum, Dad, 
Amy, Jordan, 
Daniel and Cassie. 


21st 

BIRTH DA Y 


EMMA 

CLARK 

Happy 21st 
Emma. 

Love from 
Mum, Dad, Steve, 
Hannah, Dean, 
Morgan and Patrick 



PETE 

GARRAWAY 

60 ! 

If only the fish you 
caught weighed this!!! 
Much love, Ayshea, 
Danny, Bobbi, 
Georgia, Rosi and 
Asti! xxxxx 


70th Birthday 


BIRTHDAY 

MARLENE 

WHITBREAD 

Have a lovely 
70th Birthday 
Mum on the 
27th May. 
Congratulations. 
Love Chris, Lyn , 
Nicola, and Joe 
xxxxx 



BIRTHDAY 


MARLENE 

WHITBREAD 

Mum, all our love on 
your 70th Birthday. 
Have a lovely day 
on the 27th May. 
Love 

Jim, Trish, James, 
Thomas and Harry 


MARLENE 

WHITBREAD 




BIRTHDAY 


Look who is 
70 on 
27th May. 

Have a 
wonderful 
birthday. 
Lots of love 
always. Ron 
xxxxxx 


MARLENE 

WHITBREAD 

Dear Mum 
Have a lovely 
70th Birthday on 
27 th May. Love 
always Deb and 
Steve 


BIRTHDAY 

MARLENE 

WHITBREAD 

Dear Mum, have a 
wonderful 70th 
Birthday on 27th 
May. All our love 
Steve, Gemma, 
Ashley, Charlie 
and Taylor 
xxxxx 


MARLENE 

WHITBREAD 

Have a lovely day 
Mum on your 
70th Birthday 
27th May. Lots of 
love Sharon, 
Gemma, Ashley, 
Charlie and 
Taylor xxxxx 


r 

DON 

CHAMBERS 

Happy 80th 
Birthday. 
Enjoy your day. 
Love Margaret 
and family. 


Good Luck 


GOOD 

LUCK 

iji 

KAILA and 
ELLIE 
TEAHAN 

Good luck in the 
show. We are so 

£ roud of you both, 
ove always, all the 
family. 


Golden 

Wedding 


JOYCE 
and BILL 
NICHOLS 

Dear Mum 
and Dad 
Congratulations 
on your 
50th Wedding 
Anniversary. 
All our love, 
all the family 
xxx 


Recycled paper made up 75.5% of the raw 


Why not celebrate one of the 
many special occasions by 
placing a celebration box in 
the Mercury, Star,Observer 
to commemorate the day. 



Observer 

MERCURY 

Star 


CELEBRATION BOXES 


iirths 

birthday Greetings 
Engagements 
Forthcoming Marriages 
| Marriage Congratulations 
Anniversaries 
Congratulations 
Good Luck Message 
Exam Honours 
Retirement 


IB 


You’ve Passed 
Thankyou 
Get Well Soon 
Christening/Baptism 
Silver Wedding 
Pearl Wedding 
Ruby Wedding 
Golden Wedding 
Diamond Wedding 
Platinum Wedding 



Rose Lucas 

Bet you thought 
we would all forget. 
Enjoy your very 
special day. 

Lots of love David, 
Sarah, Martin, John 
and all the family 


PHOTOBOXES 

5x I celebration box 5x2 celebration box 
including photograph including photograph 

Observer..£16.95 Observer..£31.75 

Mercury..£22.50 Mercury.£42.75 

Harlow Star....£l9,l3 Harlow Star....£36,00 

Celebrate!! 

Whatever the occasion; make it even more special by 
placing a celebration notice in the Family Announcement 
page... and let everyone share in your happiness. 

CALL TODAY... 01992 526666 


Happy Day 



80th Birthday 


l 


Postcode 
Daytime tel 
Signature 

All prices include VAT 
Cheques/Postal Orders should be 
made payable to Herts & Essex 
Newspapers Ltd. 



Draw your dad here^^ 

Using the box above draw a picture 
of your Dad and we will print it on our 
special Father’s Day Page week ending 
June 13th, for only £12 inc VAT 
(see example). Send your picture, 
together with a brief message, to... 

FATHER’S DAY MESSAGES 

Herts & Essex Newspapers Ltd. 

The Media Centre, 40 Ware Road 
Hertford SG13 7HU 

Your picture and message must be with 
us by Friday 6th June. 


YOUR Name. 
Address.. 
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ETS CUB 


MESSAGE Jrog vf o hanag'f soiaehvgu glcu as zefvp? Ruoil zugoy 


The REAL robot suit 


IT might sound a bit like the plot 
of new film Iron Man, pictured 
left, but American 
scientists have now 
invented futuristic robo- 
suits which give soldiers 
superhuman powers. 

The suits look like metal 
skeletons and have been 
designed to be worn like a 
second skin. 

Known as 
'exoskeletons' and 


made from lightweight aluminium, they have the 
ability to make the wearer stronger, increase their 
stamina and provide them with greater 
protection. 

A research team working for Raytheon Systems - 
an American defence company that has a factory 
in Harlow - are behind the suits and the US Army 
has spent millions of dollars on them in the hope 
they will help save soldiers' lives in the future 
The scientist heading up the project, Dr 
Stephen Jacobsen, describes the suit 
as a combination of science, art, 
engineering and design. 

"People call it different things," 


he said. "Sometimes they call it inventing, 
sometimes they call it engineering and 
sometimes they call it being a mad scientist! 
But to us it's the process of getting together, 
understanding the problems, goals and then 
designing something to satisfy the need.” 
People who have tested out the suits say they 
are very easy to move around in and can help 
them pick up heavier loads. 

There is still much work to be done on 
the futuristic suits so it will 
probably be at least eight 
years until soldiers are 
wearing them for real. 


national express 


Love 

London 

Love 2for1 
shows 


Only 

£0 


Cheap Day Return 


Travel from Harlow Town to London 
by train and enjoy a great day out with 
National Express 

As well as great low fares to the heart of the West End you can 
also take advantage of 2for1 admission offers for top London 
shows from award-winning dramas to hit musicals. 

Visit nationalexpress.com/london2for1 for details and to 
download your free 2for1 voucher. 


nationalexpress.com/london2fori 


You can travel with a Cheap Day Return on any train at weekends and Bank Holidays and on weekdays on trains arriving 
in London after 1000 and returning from London Liverpool Street anytime except between 1659 and 1815. Fares valid until 
May 17, 2008. 


Rangers 
Fact File 

NAME: Callum (member 
333) 

DATE OF BIRTH: May 21 r 
2001 

ADDRESS: Hornbeams, 
Harlow 

SCHOOL: Little Parndon 
HOBBIES: Riding his bike 
DISLIKES: Going to bed 
FAVOURITE FOOD: 
Chicken nuggets and 
Yorkshire pudding 
LEAST FAVOURITE 
FOOD: Vegetables 
FAVOURITE BOOK: The 
Gruffalo 

FAVOURITE TV: You've 
Been Framed 
FAVOURITE MUSIC: High 
School Musical 
FAMILY: Brothers Peter 
(23) and Nathan (13) and 
sister Jodie (21) 

WANTS TO BE: A 
policeman 

(photo: XPCF4WKF/04) 


MEMBERSHIP APPLICATION | 

If you are under 12, you can join Star Rangers | 
using this form (please use block capitals) \ 

Name. 

Address . 

Date of birth. I 

Telephone number. 

My interests are. 

Send this form to: 

Chief Ranger, Harlow Star, 6-8 West | 
Gate, Harlow, Essex CM20 1JW. 

All new recruits joining our Star Rangers club | 
will receive a secret code card and tickets for 
themselves and three friends to enjoy a free 1 
game of 10-pin bowling courtesy of our I 
sponsors, Firstbowl of Harlow. 




^7 


Happy 

Birthday 


TODAY 

MARIA (member 246), of 
Ram Gorse, Harlow, is 11; 
EVE (member 640), of 
Mowberry Gardens, 
Loughton, is 6; LEWIS 
(member 938), of Challinor, 
Harlow, is 8 


FRIDAY 

Twins ®£©i©I (member 

122) and MOLLY (member 

123) , of Westfield, Harlow, 
are 12 and retire from 

Rangers. ELLA (member 
324), of Freshwaters, 
Harlow, is 11; DAISY 
(member 857), of 
Ridgeways, Harlow, is 5 

SATURDAY 

KATII (member 055), of 
Hallinghill, Harlow, and 
ANNL (member 382), of 
The Chantry, Harlow, are 
both 12 and retire from 
Rangers. POPPY (member 
560), of Greygoose Park, 
Harlow, is 10; ilii 
(member 253), of The 
Dashes, Harlow, is 8; LUKE 
(member 687), of Hookfield, 
Harlow, is 6 

SUNDAY 

JORDAN (member 516), of 
Rye Croft, Harlow, is 11; 
KIERiA (member 682), of 
Stile Croft, Harlow, is 6 

MONDAY 

ilLY (member 717), of 
Moorfield, Harlow, is 7 

TUESDAY 

SARAH (member 332), of 
Spinning Wheel Mead, 
Harlow, is 10; EMILY 
(member 449), of Westbury 
Rise, Harlow, is 7; 
REBECCA (member 638), of 
Pottersfield, Harlow, is 4 

WEDNESDAY 

CONNiJ J (member 306), of 
Berecroft, Harlow, is 10; 
TYLER (member 321), of 
Blackbush Spring, Harlow, is 
7; MF1I (member 863), of 
Ram Gorse, Harlow, is 2 


New 

Recruits 


KAEL^ y (member 947) 
and JESSIKA (member 
948), of Spencers Croft, 
Harlow. Kaeley is 6 and 
enjoys reading and playing 
the keyboard,while Jessika 
is 3 and enjoys dressing up 
and dancing. 

ASHTON (member 949), 
of Latton Green, Harlow, is 
nearly 2 and likes football 
and playing on his 
computer. 
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YOUR HOME FOR LESS 


It's never been easier to fall in love with your home again 
with 50% off everything in the Trend Collection. 



50% OFF 

and 4 years free credit with 
nothing to pay for the first year. 
NO deposit, NO interest and NO payments 


think sofas, think 

Enfield © (020) 8364 5404 Great Cambridge Road. 
Romford © (01708) 335588 Gallows Corner Retail Park. 
Stevenage © (01438) 745170 Roaring Meg Retail Park. 
Also at Beckton © (020) 8507 3880 


TYPICAL 

0% APR 



All finance is free at DFS 


v 




The Finney 3 seater sofa £550. Or take 4 years interest free credit with nothing to pay for the first year. 

No deposit and 36 equal monthly payments of £15.27 starting 12 months from date of order. Total £550. 0% APR. 
Credit subject to acceptance. Redhouse Interchange, Doncaster DN6 7NA. 


Opening hours: 

Mon to Fri 9am to 8pm. Sat 9am to 6pm. Sun 1 lam to 5pm. 
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GET ACTIVE 


Whitsun Holiday 

Activities for Young People 

24 th to 31 st May 2008 


s 

'a 


Activity Fee £3.00 
or £1.50 with C.Cat. Leisure Card 
FOR 5 to 17 YEARS 


ON YOUR BIKE 
SKATE BOARDING 
ICE SKATING 
SWIMMING, GOLF 
TRAMPOLINE 
GET BACK INTO DAY 

vounG people with 
OtSA&tLtriES WELCOME 


J 







acHvehcrlow 





m 

n 


Harlow 

Council 

Hr*iM£ h'li.'lhrt U f Tl'.iVf irtt 


f 


Ortjanlsed by Horlow CaundL Leisure Services. -all the sessions arc 
lubfJ^ud at £3.00 per 4 uiifm, £1.50 with a C.Cat. Uisrt Cord. Pkicn 
art limited and will b» given an a first came first served basis. 1c take part 
VBU muit ewtef and r fflirn Th* .frwWfltt .fapp. PtcoM iwfi that An fa 
tame young people who Iww backed placet but net turned up an a prcvmtE 
holiday scheme. ptac« may be tipned down ta thaw ysurg people. Far 
further enquiries cell Contact Harlow on QE279 446655 

fril Back IfiJc Nnball 

Harlow has a thriving netball league m4h all aget and abillfin 
Ta motivate you ta take up playing fun fames again Join ui an Monday 
Mjhts far tame special come back and fry netball sessions. 

with a qualified coach from Cross Key! Netball Club ta help you get bach- into if 
Vemw: SfewoJ ~ds School ftjtdwr Netball CwmtJ 
We Monday Nighi* ^ Jipw fa 30* Jiw ‘Od 

Price £2 targeted far AdultE ft4 ywr f and d bOvt) ng need to beak turn up 

Call Sports DcvEfcapenzM Officer, Harlow Council ort GlZ7$ 44*4 1? 

Cot Into Football 

EianfJdC^Mi*^jtsi3U-<esbei^iLiBi!dWiw 

Free Football every Wednesday night of ladythat Flaying Fwtld. 
htjrlpw Town Football Oub coaches - S-a- fide-eampe tit Ions: every week 
5-6pm 7-9ytar okb 
6 -7pm 10-12 yearoWs 
13 - 18 year olds 

IrbW YW f ri tfddH , _ _^_ 

F*r FTllZaTE iilfOTTna 11 Clfi tOfthfiCT 0125$ 4B462? DC 011?$ 446431 

S ^ tn FABUMHIS ere EvgMT „ ^ a" Jl#e 

If ymj wort To jit fit and kofc febutwi ftM sufivw, the nniwrr ie i N ffi Join tk* 3- 
nvlfti I» PA&UlftJS B-£XE HIDE bAV PM WDhEm m the 1 h Jlmk, tw «oJu pan 
<mul 2pm at ttn Shopttrihlrty ear par*, off ftwt Offfc* Ad. Hartow Town Goitre 
Ii'i -nbovT howifij frm wta* yw jit fit ■ and ift free t-p tnt*^ hiei been on a Nbc ki 
o whie 7 No proWo*. All yw need To bring is s bike that sria r yemetf «nd □ smila 
CHgCE QUT »j,fj¥glHllk^tafflbui^.Dgm Fpr Wiprt mfa Gall 0127$ 446411 

Ucted btJa* are other wmm wwi actwHei hi tin W^Thei Hcff Term MBtaow 

H*p-h H 4 II CvriMiiy 5p*“r a*+r*: *0 rpk* port Mil 5»it Daniil Til Mo: Cl?7g G?Q* W 
Morion 5 imt« fffln. Id nACpwl pirate Call Htrtni 5pw1 Genlra. T ( i Me *QU79 307ID9 


Data f 

Time 

Jtetlwty 

Vamii 

&iW"e n^i 

Code 

Sat 24^ 

May 

Ifeii - 
12.0&wm 

Indoor Spartt 

f tr ihisam/yvi^ pwpi* 

idhfifichdLP otci-i 

far 5 is 17 yr ate 

Marik Hall famnutity Sport 
Centra., Leaden Rood, 

Horloiv 

At 

Tw Z7* 

May 

11.15cm - 4pm 

Im Staling 
far 11 - 17 yr aids 

fthrerslde Ice 4 Ubn 
Centre, -ChePrrufard. -me-ei - 
Harlow Piayhayse far 12.95pm 
far aoack franSpart 

A2 

Tm IT* May 
10cm- limn 
lZnoijn- 2pm 
2pm la 4pm 

On Yar Bike 

Far # - 11 yr olds A ] ? - 16 

rr-4iid m bring y«r wn tnkc / 
helnct^fun b>he e^i. learn 
nod -ufery and b*ke uiwc u 

Marik Hall CiHAHUiUty Sport 
CereTre, London Road, 
hid r low 

A3 

A4 

A9 

Wad 26" 

MCy 

2pm - 3pm 

Tnompgliin 

(need Hchs) for Chikfrvi. 
Vwg Ptople wilh 

SfHcml Nccdl 
Fari-iryTCMl 

Harlow Spartcfntr*, 

LjbtfiBa mp. f|adIjLi |jl|pJ t4n aTAbi 

nan»filurS*JGia rCCKXF, r'QTIGff 

Ad 

W*d 28" 

May 

3pm - 4[*n 
4pm - 5pm 

_a i_ 

1 rair-|5v->nC 

(nud socks) 

far A TCP 10 yr aids 

Far 11 ta IT yrs 

Hoflaci SparTcenlme, 
Hanirtmfcjnld Road, Haftow 

A? 

Aft 

Thur 23' 

Moy 1 30 pm - 
4.30pm 

Calf 

(Need trained] 

For 10 ta 15 yr aldr 

Epkng Golf Couth, PIcoh 
M eet oi Harlow Hayheuit for 
L.30prn fee coach tram^f 

A$ 

fri 30^ May 
1.30pm - 
4 30pm 

SwimnUng 

Far $ to 17 yr aids 

Lee valley Ubui P«l, 
B^oxbaunK:. Flaosc meefa-1 
Horltv FlayhpiiSe far | 3Cjim 
far fwh tewupart 

AIO 

Fri 30" May 
10.00 - 
iZraan 

Stall board wig 

Far 6 to H yr aid* {«*£ 
ffl br»y 3 fw wph board " 
potfi O’d Helmefi Ur ^ !hc 
prtm#E 4 limfr be norr.l 

Harfcw Shale Fork. Town 

Fork, Off First Art_«xt to 
Burnt Mill School 

All 

Sat 3i rt May 
JOJOffTV ‘ 
f.OOtHTl 

Get hull InTn Day 

ifV4f4f 

(inc^jOft* 4*#H> Tfl try: 

Nlftal. fiTftm. 

T m* tenrif 4 Arhifctntl 

Mark FMl £port Cent™. 
Landoa Rwd. HaHpw 

A1Z 

i 


GET ACTIVE WHfTSUN ACTIVITIES FOR YOUttG PEOPLE - BOOKING FORM 

H»mi} gP Ywng MB^Femakp- Dfl-lo of BIrih 

J?fl* _ 

Addms 


Ptnlcoda. Plane Na M* NO: 

Tha liclivil^s) and duN*) YOU wotdd l*a to flo T 


_toHlng QpdfrfE __ __ 

Foe EnderaJ ^ct«^qu¥l payobta Bp Harlot CwrMul. nql Mbnd -rrar.h n 

pO40- WiBmMrvnlypflyiTi6Vii1by<^0eahai|l»Canb6ni||d^ 

LftiSurt Caed Mo if * &&&&* __ 

Spew 1 ™d* w ngqipreawnU dMri we ahOuld know ebOirf such {ft d^sbMiei. 
tf*L nllerg^. irtf^iortkwi ale 


EfitfiCdy: tTu «dbrrrrttan * qoftam^ ml ecWkM b emm im mcA ol JwctHVH 1 of turn 

Blade Afncan WMa & Black Alincan’ B r ack Can&bean Black A While Cai-tbean 
Indian BSndadnM Pjiiustini WhHa UK Wtii«o n^ri-UK insh 
Chinese Webnanieu Asian Dinar 


Any oiher i , idL sh&wn plaKb give 4Jat4iis_ 

Tha selMdl J*u altend d applieabM 
Fa pbbhc4y rwwri^. whore did ysm mcotve d™ lebtlal- 


iklttmo ad paron « olher animDarrwm kx ihi ooaoaign ol ms youno perwn. 
log reluming homo by wff. to bo »ll«tad by rwghbtnw ate) Ttii* it Rw 
jnlmi mbtf i arth - we win not check jnjfrritoi*-______ 

1 ,-ic«k>! (M Eho Colptk 4 curuvri be hold reipaftiiblo for any dlwa in 
prngr^wmrKj that boconnf noeHtwy and Tylfy *ccafH Iha onpaniH^ and dwJvana 
Of WpOHUEb lb« |hu paivtty, I iindartRtnd |ho ywhg poridn wilt bo ursd&f 
Ihe domrel <rf me loadot in charge tmmt oW Pdidl* Sppnjved by sha Courteil and 
(had, wtw£ |hn elan In charge will taka all raspensibk> am, tnay cannot naeetunly 
be held responsible* f or any leu, damage or injury Bullered arising during <# caje of 
the adivriy Please- ang to efteefc availability o4 e place for adiYiliefl. tuch ea ice 
Staling. Golf andI Swinwiirg, before arranging payment Tel Ho DlI70 446665 
nhoiograpJiSi maybe taken at your d-ld during the mrt lor ptAioriy purposes Please 
lick If you should have any obfecUona □ 

Pare No 1 Gortaanf: I am die patenl/guardian of I he above named 1 young person and 

give pOTrus&icfi for h-m'her to lake part In 9i>s act vrly Pnm Name 

CffUKl Td No ___ S*gr>ed. ___ 

i ' H i* l n w FlrBPWnV Wl tPh ~ 

4* IffwrapHf Ittm I IhW r>- « <P M-M ^ HCCri4n» 5^ 

.ji Du dm Prrt*^y< Ad 1WI th# MfwU *wyWVa« & WKf d It™ m m*»j ^ in iwpw# pf 

i»m iffl *Ow IVb#' id-rw Mura* 

£irTC4n iUMKI uM ■ 4 T¥«MI> IUA44C4 

ii~ ~ ii rrlrt ti| r*rrnim tm nti ik nr~M in ii m rWwwtW Tt» tn wUIh mwiMi rf 

lyMil V-Jiti Eft* Mi 


t mvm f*.‘ FAO: danu$r Hkrfw Chtfc c^itJ 1 * tht 
Exiaz, CJU20 live, {rm Nt Cdflfad Wartaw 0S27S 44G655J 


AnbikHBttw HqiFOW 
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ETITION 



IT promises to be 
one of the biggest 
movie releases 
of the summer. 

Sex and the City, 
which opens next 
week, sees Sarah Jessica 
Parker reprising her role as 
Carrie Bradshaw, the style- 
driven journalist whose 
romantic exploits were the 
key focus of the television 
show. Joining her are 
friends Kim Cattrall, 

Kristin Davis and Cynthia 
Nixon. 

To celebrate the film’s 
launch, we have teamed up 
with Lakeside Shopping 
Centre to offer one lucky 
reader and three friends a 
day to remember 
The four lucky ladies will win 
the perfect girls’ day out worth 
hundreds of pounds. Your day 
will start with a fabulous 
shopping spree at Lakeside 
where you’ll be armed with four 
£50 Gift Cards to spend as you 
like. 

With over 280 stores to choose 
from, including glamorous 
fashions at Zara and Coast, 
you’ll be able to find a new 
outfit to rival those worn by 
Carrie and the rest of the girls on 
the big screen. 

Once you’ve picked out a stylish 
new look, you’'ll head to the 
state-of-the-art Vue cinema to 
watch the film. Then make your 
way to Lakeside’s Boardwalk for 
a fantastic evening sipping 
cocktails while nibbling on 
delicious Latin American treats 
at Las Iguanas. What better way 
to spend the day and night with 
your best friends. 

For a chance to win this great 
prize just answer the simple 
question in the entry coupon and 
follow the entry instructions. 
Alternatively, email your answer 
(A, B or C) along with your 
name, address and daytime 
telephone number to 
buckledeea@hertsessexnews.co.uk 
The closing date for entries is 
Thursday, May 29. The winner 
will be notified by telephone. 
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Sex and 
the City 
spree at 
Lakeside 



* Lakeside 1 




SEX AND 
THE 
CITY 

competitioi 

Q: Which cocktail is named after 
a New York suburb? 

A: Essex 
B: Manhattan 
C: Big Apple 

Answer. 

Name. 

Address . 

Postcode . 

Daytime tel. 

Send this coupon to: Sex and the City competition, 
Herts & Essex Newspapers Ltd, The Media Centre, 
40 Ware Road, Hertford, Herts SG13 7HU 

The judges' decision is final and no correspondence 
will be entered into. Usual Herts & Essex Newspapers 
rules apply. The winner will be notified by phone. 
Closing date for entries is Thursday, May 29, 2008 



BUY NOW 
ONLINE OR 
CALL OUR 
HOTLINE 


08453709709 



SUf»ER 

SAVER 

GLASS 

TABLE 

& 6 CHAIRS 



FANTASTIC 

k ONLY f149 


BEDSIDES 

4'6" £169 £ 09 

EACH 



PLUS MANY 
MORE IN 
STOCK NOW! 


FREE DRAWERS! 

FROM: 

3' 2 Drawer £329 
474'6" 4 Drawer £499 
5' 4 Drawer £599 

c 6' 4 Drawer £ 699 > 



NISH 

THE BED PEOPLE 


NEXT DAY DELIVERY 

OR COLLECT FROM STOCK 

LONDON 
08453 709709 

Unit 67/68 Vallance Road, 


HARLOW 

01279422212 

Unit C, St James Centre, 


ADM Whitechapel, London El 5BW East Road, Harlow CM20 2SX 

OPEN 7 DAY A WEEK (Behind ,he Ra " 9e) 
EASY PARKING SIIZIHHHIS 
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BUSINESS NEWS 


email: star@hertsessexnews.co.uk 


Networking date with the Chamber 


HARLOW Chamber Of 
Commerce has unveiled the 
first of several events to help 
business shine this summer. 
Following the first Harlow 
Town Centre Forum meeting 
yesterday (Wednesday), 
members and non-members 
alike are invited to the 


informal Summer 
Networking Barbecue on 
June 18 at the Manor Of 
Groves Hotel, where guests 
are free to mingle and forge 
new business contacts. 
Reservations are currently 
being taken, with tickets 
costing £15 plus VAT for 


members and £20 plus VAT 
for non-members. 

June 23 will see the annual 
meeting, and although the 
venue is yet to be fixed, all 
paid-up members can attend. 
For more details, call (0845) 
6850010 or visit 
www. harlowchamber. co. uk. 



MICHELIN, PIRELLI & BRIDGESTONE AND EXCLUDES ADVERTISED SPECIALS 


BUDGET SPECIALS LEADING BRAND SPECIALS 


155/70X13 

TR 

£16.95 

195/65X15 

HR GOODYEAR 

£42.95 

155X65X13 

TR 

£18.75 

205/55X16 

VR DUNLOP 

£58.95 

165/65X13 

TR 

£19.75 




165/60X14 

HR 

£22.95 

HI PERFORMANCE 


165/65X14 

TR 

£22.50 

215/35X19 

BUDGET WR 

£69.95 

175/65X14 

HR 

£22.00 

225/40X19 

BUDGETYR 

£89.95 

185/65X14 

HR 

£22.95 




185/55X15 

VR 

£29.95 


RUNFLAT 


195/45X15 

VR 

£29.95 

205/55X16 

CONTI SSR VR 

£85.95 

195/50X15 

VR 

£27.75 

205/45X17 

PIRELLI VR 

£103.95 

195/60X15 

VR 

£28.50 

245/40X18 

GOODYEAR YR 

£165.95 

195/65X15 

VR 

£28.95 




205/55X16 

WR 

£34.00- I 


4X4 


205/50X17 

WR 

£44.95 

255/55X18 

GOODYEAR HR 

£124.95 

225/45X17 

WR 

£44.95 

285/45X19 

JpCHELIN VR 

£186.95 


OVER 1200 TYRES IN STOCK 

UNCLE TOMS RECOMMEND THAT NEW VALVES ARE FITTED AND THAT 
WHEELS ARE BALANCED. A CHARGE WILL BE MADE FOR THIS SERVICE. 


UNCLE TOM’S PRICE PROMISE 

IF OUR FULLY FITTED PRICE ON TYRES & EXHAUSTS IS 
NOT THE LOWEST IN HARLOW, THEN TELL US AND WE 
WILL BEAT ANY SUBSTANTIATED QUOTE. 



E 


E 


m 


i 


MODEL 

AUDI A3 1.6 

AU274 & AU275 

MIDDLE & REAR 

£79.95 

REAR BOX ONLY 

£45.95 

FIESTA 1.25 95-99 

FE529 & FE530 

£54.95 

£25.95 

FOCUS 1.8 HATCH 98- 
FE692 & FE693 

£79.95 

£28.95 

PUNTO 1.21 16V 99 ON 
FT683 & FT684 

£79.95 

£39.95 

PEUGEOT 307 1.6i 01 ON 

PG637 & PG636 

£79.95 

£39.95 

ROVER 25 1.1-1.6 99 ON 
RR312 & RR253 

£75.95 

£34.95 


FREE 

SERVICING 

BATTERIES 

BRAKE PAD CHECKS 

FROM 

FROM 

PADS FITTED FROM 
ONLY 

£89.95 

£33.00 

£29.95 

INC PARTS & LABOUR 

3 YEAR GUARANTEE 


UNCLE TOM’S 


* 'C r 

tDMJUnS't *** 


1ST CCMTSKS 
OJT 2c THE ST JAK/CS CENTRE EOOSURGH WAY 

HARI OW 

01279 439192 


pH 

Ml 

K»T % 

ZCM€ f ^ . 




OMO HICCMC 


OPEN: MON-FRI 8.30-6.00 SAT 8.30-5.00 SUN CLOSED 


ALL OFFERS SUBJECT TO AVAILABILITY. PRICES APPLY CASH OR CREDIT CARD SALES ONLY. 
ALL PRICES INCLUDE VAT. 


Agency celebrates its first birthday 



SELECT MEMBERSHIP: Pictured, left to right, are 
Michael Pagalos, Wendy Cooper, director Mike 
Mahoney, Vanessa Barnes and Mark Hutchinson 
(photo: NHFZFHZK/02) 


STAFF at a leading 
Harlow recruitment 
consultancy are aiming 
even ‘hire’ this year after 
celebrating the firm’s first 
anniversary! 

Select Appointments, in 
Terminus House, marked 
its first year in operation 
yesterday (Wednesday) 


and employees were in 
celebratory mood. 

The Harlow branch offers 
temporary and permanent 
staffing for businesses 
throughout Essex, catering 
for everything from junior 
positions right up to 
management and 
directorial posts. 


People who have been out 
of work for some time can 
also benefit from basic IT 
training to help them get 
to grips with the latest 


technology, while 
businesses looking for the 
ideal candidate can take 
advantage of the private 
off-site interview room. 


Confidence of 
one-stop idea 


THE development firm 
behind the Harlow One 
trade counter scheme in 
Edinburgh Way has claimed 
it is on track to become the 
town’s premier business 
park. 

The bold prediction by RO 
Developments chief executive 
Chris Bond follows the 
announcement that one-third of 
the site has now been snapped 
up by leading builders merchant 
Travis Perkins. 

As part of the lucrative £8.50 per sq 
ft rental deal, the development firm 
will also specially construct an extra 
trading unit on adjoining land. 


By CHRIS MOSS 

mossc@hertsessexnews.co.uk 


The move will comprise three 
separate units in total, from which 
Travis Perkins will trade as 
Benchmarx Kitchens And Joinery, 
City Plumbing Services and 
Keyline, offering a comprehensive 
one-stop-shop service for those in 
the construction trade. 

The entire Harlow One scheme 
covers a remarkable 135,000 sq ft 
(12,540 sq m), with 40,000 sq ft 
(3,715 sq m) reserved for the trade 
counter scheme and an existing 
80,000 sq ft (7,430 sq m) unit 
developed for storage firm 
Lok’n’Store. 


RO has a further two of the eight 
trade counter units under offer and 
expects to have the remaining 
buildings let in time for their 
completion in June. 

“We are delighted to welcome 
Benchmarx, City Plumbing Services 
and Keyline to the scheme and are 
in detailed discussion with several 
other parties,” said Mr Bond. “This 
will be the premier trade park in 
Harlow.” 

Mark Garrity, property acquisitions 
manager with Travis Perkins, added: 
“Harlow One’s position on 
Edinburgh Way adjacent to retailers 
such as B&Q, Homebase and 
Comet makes it the ideal location 
for us. We are looking forward to 
opening as soon as possible.” 


Weight-loss firm out on the road 


ON THE MOVE: Pictured, left to right, are Louise Woodcock, 
Caroline Waller, Jennie Saul, Mandy Hilditch and Lisa White 
(photo: BMKNFRCD/06) 


AN innovative Harlow weight-loss firm hit 
the campaign trail in a branded tour bus on 
Saturday as staff embarked on a major 
promotional drive to improve the nation’s 
health. 

The LighterLife tour kicked off at the firm’s 
head office in Harlow Business Park before 
making its way to Kent’s Bluewater Shopping 
Centre. 

The specially designed bus provides 
information on the LighterLife brand and 
offers visitors the opportunity to find out their 
Body Mass Index via onboard computers and 
even have a one-to-one consultation with a 
clinical adviser or counsellor. 

To coincide with the firm’s nationwide tour, a 
£lm TV advertising campaign was also 
launched on Monday, featuring one client who 
managed to lose seven stone through the 
firm’s weight-loss programme of soups, 
shakes and bars complemented by 
counselling. 
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indian i 


Would like to invite you to our Grand opening 

28th May from 6:30pm 

Complimentary Champagne for each table. 

To avoid disappointment please reserve your table early 

Open everyday from 12:00pm - 2:30pm and 6:00pm - 11:30pm 

Tel: 01279 429242 

Indian Moments Restaurant, 

Indian Moment House, Cowley Hatch, Harlow, CM19 5AN 








28 May 22, 2008 
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Our Part-time Guide for adults will be 
out in June. Please call (01279) 868100 
or come in to the main college reception 
if you would like further information. 


HARLOW 

COLLEGE 


EveryStudentMotters 


We have many new state-of- 
the-art facilities including: 

• Sixth Form Study Centres 

• Student Restaurants and Food Court 

• Training Kitchens and Training Restaurant 

• Visual and Performing Arts studios 

• Flair and Beauty salons 

• Science Laboratories 

• Construction workshops 


There’s still time to apply for a course 
starting this September 

Please telephone or call in to the college for an Application 
Form. Our Admissions Advisers will be happy to help you. 


NEW FACILITIES, new 

COURSES AND NEW 

OPPORTUNITIES AT 

HARLOW COLLEGE 

We now offer more full-time courses 

including additional AS/A Levels, National Diplomas 
and practical-based courses. 


We offer a wide range of 

subjects at AS/A Level and courses 
from Engineering to Media, Floristry to 
Childcare, Performing and Visual Arts to 
Construction and many more. 


If you would like some help and advice deciding 
what you would like to do, please call our 
Guidance Centre on (01279) 868139, 
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To celebrate these graduations we Ire offering 

50% OFF AISMKOLOUR SERVICE 

Mon ifiT o Thursd^T_ 

and a cut & finishplpfice at a reduced rate of £20 
with Talia, Geor Jna, Louise, Natalie or Jenny 

Please mention this advert when booking this offer. Valid 

Tel: 01279 426AJ1 


Avant Garde 
18 The Rows 
Harlow 


£1 


0 


June 08. 

under 15 

W Blow Dry only 
Thurs with 
mew stylists 


Are proud to present 
Newly Graduated 
Stylists 

Talia, Georgina, Louise 
Natalie & Jenny 


These stylists are all graduates 
of our own Avant Garde 
Training Academy 
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11,000 SQ FI SHOWROOM 

Esgors Farm, High Road, 

Thornwood Common 
Nr Epping, Essex CM16 6LY 

Tel: 01992 572055 

1.5 miles from J<t 7 Ml 1 - (B1393) 

Open 7 days 9-5 
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THIS 4 DAY BANK HOLIDAY WEEKEND 


PLUS EXTRA 

33off 

ALL SALE PRICES showroom moclels 
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Hilton 

4'6"double divan 
with fully sprung, micro 
quilted mattress and 2 drawers. 

was£499 


NOW HALF PRICE 

p ^ ke \ ; 

NOW HALF PRICE 

Eclipse Memory 

NOW HALF PRICE 

£249 

Majestic 

4'6"double divan with 

pocketed springs and 2 large drawers. 

was£799 1 

£399 

4'6"double divan with 

unique Miracoil springs, visco elastic 

memory foam and 2 large drawers. 

was £999 

£499 

| THIS BANK HOLIDAY 

THIS BANK HOLIDAY 

THIS BANK HOLIDAY 


must end 6pm Monday! 




Tuscany 

4'6"double ivory 
white metal 
bedframe with 
sprung slatted base. 

was£359 





J 


NOW HALF PRICE 

£179 


THIS BANK HOLIDAY 


mattress extra - wide choice 

available,all at half price 



mattress extra - wide choice 

available,all at half price 


Montpellier 

4'6"double wrought 
iron bedframe in deep 
powder black with 
sprung slatted base. 

was£659 


Sleepeezee 




Shadow 850 

4'6"double, 2 drawer 
divan with pocketed springs 
and visco elastic memory foam. 

was£1199 


NOW HALF PRICE 

£599 

THIS BANK HOLIDAY 



Backcare 
Extreme 

5'0"kingsize divan with 1000 luxury 
pocketed springs and 2 drawers. 

was£1399 


NOW HALF PRICE 

£699 

THIS BANK HOLIDAY 



Paramount 
6'0" super kingsize 

2 drawer divan with twin layer of pocketed 
springs and Miracoil spring support. 

was£1579 


NOW HALF PRICE 

£789 

THIS BANK HOLIDAY 


DON'T MISS THE LOWEST PRICES ON THE UK'S TOP BED BRANDS ■ GREAT CHOICE OF SINGLE, DOUBLE, KINGSIZE & SUPER KINGSIZE BEDS & MATTRESSES 


CURTAINS 


LAKESIDE 

Lakeside Retail Park 
West Thurrock 
(next to Harveys) 

01708863933 


BLINDS 


STEVENAGE 

Roaring Meg Retail Park 
Great North Road 

01438744440 


POLES 


CHELMSFORD 

Riverside Retail Park 
Victoria Road 

(next to Mothercare World) 

01245 259277 


LINENS 


HARLOW 

Princes Gate 
Edinburgh Way 
(next to MFI) 

01279451911 


MATTRESSES 


31 of our 48 superstores have bed departments. Please go online for details 
or freephone 0800 444 400. We are open 7 days a week with free parking. 



| visit us online at www.paulsimon.co.uk 

I to find your nearest store all goods subject to availability 
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HELPLINE & PUZZLES 


email: star@hertsessexnews.co.uk 


helplines crossword 


ADVICE CENTRE 2 East Gate, Harlow. Welfare rights and 
advice service, Monday -Friday 10am-4pm. Out-of-hours 
appointments and home visits for housebound people can 
be arranged. (01279) 446622. 

ADVOCACY FOR OLDER PEOPLE IN HOSPITAL (01279) 641930. 
AGE CONCERN HARLOW (01279) 415553 (office hours). 
AGORAPHOBIA AND SOCIALPHOBIA (01279) 304695. 
ALCOHOLICS ANONYMOUS (0845) 769555 (24-hour service). 
ALCOHOL AND DRUGS ADVISORY SERVICE (West Essex) 
(01279) 438716 or 641347. 

ALZHEIMER'S Harlow and District branch: (01279) 
418331/432769. 

ARTHRITIS CARE AND SUPPORT GROUP (01279) 860324. 
ATTENTION DEFICIT HYPERACTIVITY DISORDER SUPPORT 

Monday 11am-3pm, Tuesday-Friday, 4.30-6pm. 07946 
656986. 

CANCER INFORMATION AND COMMUNITY DEVELOPMENT 
SERVICE (01279) 698673 (Mon-Thurs, 9.30am-2.30pm) 
CARING FOR HARLOW CARERS(01279) 308314. 

CATS PROTECTION (01992) 579539. 

CHILDREN'S INFORMATION SERVICE (Essex) Information on 
registered childcare options, including special needs, 
activities and funding. Mon-Thurs 8.30am-5pm, Fri 8.30am- 
4pm. (01245) 440400. 

CITIZEN'S ADVICE BUREAU Harlow: Rooms 1 and 2, The 
Advice Centre, 2 East Gate. Mon, Wed and Fri: 10am-12.30pm 
(drop in), 1.30-4pm (by appointment). Telephone advice: 
lOam-noon and 2-4pm. Legal advice, Mon 5.30-7pm and 
occasional Thurs by appointment only. (0845) 1203717. 
Epping: 50a Hemnall Street; open Mon-Fri 10am-2pm and 
Wednesday evening 5-7pm (01992) 574989. 

COMMUNITY DRUG AND ALCOHOL (01279) 698721. 
COMPASSIONATE FRIENDS 08451 232304. 

COUNSELLING AND LIFE MANAGEMENT CENTRE (01279) 
411330. 

DYSLEXIA SUPPORT GROUP (01279) 833294. 

EPILEPSY SUPPORT GROUP (01279) 724224/654264. 

FAMILIES NEED FATHERS (01279) 654036 (Tom) 

FAMILY PLANNING (01279) 694902. 

FIBROMYALGIA SUPPORT GROUP (07863 250350). 
GAMBLERS ANONYMOUS and GAM-ANON (020) 7384 3040 
(24 hour helpline). 

GRANDPARENTS* ASSOCIATION (01279) 428040 or 0845 
4349585. 

HARLOW ACCOMMODATION (01279) 861186 (Mon-Thur 10am- 
3pm, Friday 10am-2pm). 

HARLOW BEREAVEMENT (0127 9) 453911, 626275 or 431175. 
HARLOW CHILDMINDING ASSOCIATION (01279) 310690 or 
(01279) 454101. 

HARLOW COMMUNITY TRANSPORT (01279) 446855. 

HARLOW COUNCIL FOR VOLUNTARY SERVICE (01279) 

308308. 

HARLOW AND DISTRICT BACK CHAT (01279) 415664 or 
(01245) 231639 

HARLOW AND DISTRICT TWINS CLUB (01279) 659549. 
HARLOW LESBIAN & GAY HELPLINE (01206) 869191. Monday- 
Friday, 7-10pm. 

HARLOW SHARED CARE (01279) 838225/838246/ 

838184 

HARLOW STROKE SUPPORT (01279) 308313. 

HARLOW THERAPY GROUP S(01279) 303287. 

HARLOW TOY LIBRARY Kingsmoor House Family Centre, 
Paringdon Road. Open Monday 9.30-11.30am, Tuesday 9am- 
noon, Wednesday 9.30-11.30am, Thursday 1.30-4.30pm. 
(01279) 641958. 

HARLOW VOLUNTEER BUREAU (01279) 308310/07910 075101. 
HARLOW YOUTH COUNCIL (01279) 625713. 

HERTS & ESSEX FAMILY MEDIATION SERVICE (01279) 426749, 
Monday-Thursday 9am-5pm, Friday 9am-4pm. 

HIV/AIDS COUNSELLING AND TESTING (01245) 232414. 
LEUKAEMIA CARE (01279) 421203/860196. 

LIFE PREGNANCY CARE SERVICE (01279) 444154. 

MARITAL COUNSELLING SERVICE (01279) 450285. 

MENCAP (01279) 734202. 

MENIERES AND TINNITUS HELPLINE (01279) 442594. 

MIND SPURRIER'S HOUSE SOCIAL CENTRE Park Lane, Harlow. 
Open Monday, Wednesday, Thursday, Friday and Sunday from 
11am-3pm. (01279) 445387. 

MIR SUFI CENTRE (01279) 301131. 

MULTIPLE SCLEROSIS East Herts and West Essex branch: 
07880 828858; Epping Forest branch: (01992) 575237. 

NHS DIRECT 24-hour helpline (0845) 4647. 

OBSESSIVE COMPULSIVE DISORDER NETWORKS (HARLOW) 
07704 891395. 

OBESITY AWARENESS & SOLUTIONS TRUST 0845 0450225 
(charged at local rate) 

OVEREATERS ANONYMOUS (01279) 322002. 

PARKINSON'S DISEASE SOCIETY Harlow and district branch. 
07982 094194, 0208 508 2286 or 01279 431492 
PENSION SERVICE (0845) 6060265. 

PET SEARCH Reuniting pets with their owners (01279) 
320511. 

PMS HELPLINE AND COUNSELLING SERVICE (01279) 427885. 
RAINBOW SERVICES (Harlow) FURNITURE AND CLOTHING 
RECYCLING PROJECT (01279) 308151. 

RELATE (01279) 423655. 

RED CROSS (01279) 428569. 

RSPCA Advice: Monday, Wednesday and Friday, lOam-lpm. 
(01279) 306058. Clinic. Monday, Tuesday and Thursday 2- 
3pm. Out of hours 08705 555999. 

ST JOHN AMBULANCE (08707) 657856. 

ST CLARE HOSPICE CARE (01279) 428400. 

SAMARITANS (01920) 464099, (01279) 421110 or (01707) 
332222. 

SEXUAL HEALTH - PAH NHS (01279) 694901. 

SOCIAL SERVICES (01279) 434641. 

TALKING NEWSPAPER FOR THE BLIND (01279) 413772. 

VICTIM SUPPORT SCHEME (West Essex) (01279) 641074. 
VOCAL PROJECT Organisation providing voluntary 
placements and training for people aged 16-25. (01279) 
625712/625713. 

WOMEN’S AID (01279) 836611 

WOMENROOM (01279) 306606. Monday-Friday drop-ins from 
9am-1pm. Information, activities, advice and support for 
women. 

YOUNG CARERS PROJECT 01279) 308314. 

YOUNG CONCERN TRUST (01279) 414090. 

YOUNG PEOPLE'S INFORMATION CENTRE (01279) 446815. 



ACROSS 

I. Motorised sledge fitted with 
tracks at the rear and skis at 
the front (6) 

4. Self-possession, coolness (6) 
8. Attacking stroke in cricket 

(3) 

10. Member of the beat genera¬ 
tion (7) 

II. Inaugural gift for good luck 
(7) 

12. German singer who had a hit 
with 99 Red Balloons in 1982 

(4) 

13. In a dutiful or respectful way 
( 10 ) 

15. Group of four acting togeth¬ 
er (13) 

17. Capital of a Central 
American country (9,4) 

20. Impervious article of cloth¬ 
ing (10) 

22. King of Israel renowned for 
his furious chariot driving (4) 

24. Metrical foot of two sylla¬ 
bles (7) 

25. Aguatic Mexican salaman¬ 
der (7) 

26. Rob —, novel by Sir Walter 
Scott about a Scottish folk hero 
and outlaw (3) 

27. Manage to avoid danger (6) 

28. Lively, cheerful and relaxed 
( 6 ) 


DOWN 

1. Massive Egyptian stone stat¬ 
ue (6) 

2. South African word for a 
mythical bird with magical pow¬ 
ers (9) 

3. —- cycle, engine cycle used 
on some four-stroke petrol 
engines (4) 

5. .cake, black rounded 

liguorice confection (10) 

6. Beginning of an offensive (5) 

7. Phrase of obscure origin 
meaning vigorously or fiercely 
(5-1) 

8. Shout loudly in pain, rage or 
alarm (3,4,6) 

9. Phrase meaning there will be 
serious trouble as the result of 
an action (3,5,2,3) 

14. Office of newspaper chief 
( 10 ) 

16. Character after whom play is 
named (5,4) 

18. Bandage a limb completely 
( 6 ) 

19. Town in West Midlands west 
of Birmingham (6) 

21. Collection of tips to be divid¬ 
ed among waiters (5) 

23. Descendant of Dutch or 
Huguenot colonists in South 
Africa (4) 
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JACK'S HATCH GARAGE AQUA PLUS 


PART of the local community since 1918, Jack's 
Hatch Garage at Epping Green offers the same 
high standards of service that were common 
years ago, combined with today's up-to-date 
technology! 

You'll still find attended service at the pumps and 
you don't even have to leave your vehicle to pay 
for your fuel unless paying by 'chip and pin'. 

Jack's Hatch Garage was founded when the Faux 
family settled in the area after moving from 
Tottenham at the end of the First World War. The 
business began life as a refreshment stop for 
cyclists and later developed as a garage service. 
Nowadays, you'll find a wide selection of car 
batteries and accessories in stock, to ensure 
you're adequately equipped for the winter 
months, as well as many new tyres. 

Jack's Hatch Garage enjoys a wealth of 
experience gained through five generations of 
Faux family ownership. With the local community 
supporting its local independent garage, the same 
standards and personal service are as much in 
evidence today as they were in years gone by. 

In today's fast moving world, it's good to be able 
to take a step back occasionally and see "time 
standing still". Jack's Hatch Garage is a fine 
example of a garage from bygone days. 


ESTABLISHED in 1979 in the Old Maltings building in 
Sawbridgeworth, Aqua-Plus specialises in the 
middle- to upper-end of the bathroom market and 
has 37 fully-tiled settings, along with 22 vanity 
furniture displays and 17 shower enclosures. 

Top quality bathroom ranges are featured, from 
Villeroy & Boch and Keramag, along with shower 
enclosures from Matki, Majestic and HOppe. 

Also on display are vanity units by Keuco, 
featuring units that adapt to suit all lifestyles. 

The Maltings, Station Road, Sawbridgeworth. Herts. 
Tel: (01279) 725474/5 Fax: (01279) 600245. 

POWELL FUNERAL SERVICE 

ESTABLISHED in 1868, Powell Funeral Service has 
been serving families in East Hertfordshire and 
beyond at one of life's most difficult times. 
Increasingly nowadays, people are looking ahead 
and making arrangements for their own funeral 
through pre-paid funeral plans, helping to 
alleviate some of the stress for their family when 
the time comes. 

Located in Ware, Hertford and Hoddesdon, staff 
at Powell Funeral Service are always willing to talk 
through individual wishes and give advice where 
appropriate. 


Advertisement Feature 


Powell 

-■ ■■ Funerals 
Funeral arranged in 
_ all areas 

Service 


Cxnpkto Funeral and 
Monumental Semce 
Pre Payment Plana 

Watton Rd 

01920*63200 

S3 Railway Si 

Hertford :i 1992 5096Jl 

79 Burtord $« 

Hoddesdon Ot992 4?OtS& 

Part of Dignity pic. 

A British Company 


HABERDASHERY 

The only traditional 

haberdasher 

for miles around 



i)arfeTf^)ertforb 

14 Bull Plain, Hertford SG14 IDT 
Telephone: 01992 558106 
Email: margaret.hart4@btinternet.com 


CHINGFORD MOBILITY 

m Your life made easier 


Bath Lifts, Wheelchairs, Scooters, Stair Lifts, Sales, 
Service and Wheelchair Hire, Commodes, 

Lift Recline Chairs, Walking Aids, Grab Rails, 
Kitchen and Bathroom Aids. 

Batteries, Tyres, Inner Tubes, Storage 
Covers. Scooter Canopies Comfywear 



3 & 4-wheeled 
Walkers 



Stair/ 

Bath 

Lifts 


Chingford Mobility 

5 Cherrydown Avenue, Chingford Mount E4 8DP 
Only 15 minutes 
from Waltham Abbey 

Open weekdays 9 - 5 
Saturdays 9 - 4 



Tel: 020 8524 9624 

www.chingfordmobility.co.uk 

All major debit and credit cards accepted 


"Why not pop in or call for some free professional advice" 
Free Catalogue and Home Demonstration - no obligation 


Contemporary Bathroom 
Designs 


r 



There is no limit to 
the imagination 


The Maltings • Station Rd 
Sawbridgeworth 
Herts *CM21 9JX 
*Tel: 01279 725474/5 
www.aquaplus.co.uk 


Mon - Tues 8.30am - 5.00pm Wed 8.30am -1 .OOpm 
Thurs - Fri 8.30am - 5.00pm Sat 9.00am - 4.30pm 
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THE WILL GROUP 
(T.W.G Wills & Co) 

Serving the community since 1991 

MAKING a will enables you to protect your property by creating 
a simple trust and allows you to secure your home for your 
children and your future generations. 

Should the unforeseen happen, you can make a provision in 
your will to protect your elderly parents. As a nation of animal 
lovers, who will care for your pets if you are not there? 

If you are aged 60 years and over, drafting a will allows you 
the opportunity to leave a legacy or gift to friends, 
grandchildren and family members. 

A will should be drafted to make the most of your tax 
allowances. Specialised wills called 'discretionary wills' can also 
provide for children and family members who cannot care for 
themselves. 

Wills do go missing when the time comes to administering 
your estate. It is therefore essential to keep the document in a 
safe and secure place. Your will is a legal document and cannot 
be replaced. 

o Is your property fully owned? 

o Do you have grandchildren? 

o Have you made provision for elderly parents? 

o Do you use your tax allowances? 

o Gifts to friends and relatives? 

o Care and residential homes in later life? 

Free home visiting service daytime, evenings and weekends. 
The cost for making a will is a fixed fee. 

The Will Group has local representatives who are trained to 
give advice and to take your instruction for the drafting of your 
will. Senior citizens and NHS staff members can benefit from a 
special discounted price. 

Call today for further information or to request a free 
brochure and fact sheet. 

Hertfordshire (01279) 60 0 003 
Essex (01371) 879999 

CHINGFORD MOBILITY 

WITH 15 years' experience in the mobility industry, having 
worked in shops in Basildon, Romford and Waltham Abbey, Anne 
and Terry decided to open their own business, Chingford 
Mobility, two years ago. 


Their combined experience made them realise they could 
provide a better service by doing it themselves. 

Anne and Terry feel passionate about providing a good, 
reliable, honest service and pride themselves on being able to 
offer the right equipment to suit each individual. 

Terry is a qualified engineer and services equipment such as 
scooters, wheelchairs and stairlifts. 

Chingford Mobility stocks a large range of mobility scooters, 
power chairs, wheelchairs and accessories, walking and 
household, bathroom and bedroom aids and reclining chairs. 
There is also a range of bath and stairlifts and the company is 
an approved dealer for stairlift manufacturers Acorn, Brooks 
and Stannah. 

Chingford Mobility offers free local delivery, and will visit 
clients' homes and let them try out demonstration models free 
of charge. Terry will also go to people's houses and give an 
expert opinion on what mobility equipment may be suitable for 
them. 

While Terry is out and about Anne looks after the shop, 
assisting customers - especially the elderly - with the best 
advice to suit individual requirements. The company also hires 
out manual wheelchairs for holidays on a daily or weekly basis. 
Chingford Mobility offers a one-year warranty, which includes 
all parts and labour. The shop has a stock of catalogues, which 
can be sent out or collected in-store. 

There is also a mail order service, with a charge for postage. 
Customers can send in a cheque and orders will be despatched. 
All products are exempt from VAT to customers with disabilities. 
Opening times are Monday to Friday 9am-5pm and Saturdays 
9am-4pm. 

Chingford Mobility, Mobility & Access Equipment, 

5 Cherrydown Avenue, Chingford Mount. 

Tel: 020 8524 9624. 

THE CHRISTIE THEATRE ORGAN CLUB 
GORDON CRAIG THEATRE 

THE magnificent Gordon Craig Theatre has provided the perfect 
setting for the beautiful Christie Theatre Organ since 1987. 

The annual programme of organ concerts is always popular 
with music lovers and organ enthusiasts alike and includes 
some of the best know organists in the country. 

Concert-goers also have the benefit of being able to see, close 
up, the keyboards, presets and stops, as the organist's play is 


f ~ MAKINGYOURwTlL ™ 

The Will Group offers clients a Will drafting service at a FIXED FEE 
Husband and Wife/Partner Will £40 each - Single Will £55 

**** special reduced fee kkkk 

EE3 STAFF and SENIOR CITIZENS 15% DISCOUNT 
FREE Home Visiting Service: Daytime or Evenings 

Telephone for a brochure or to arrange an appointment 

1 The Will Group (est 1991) (01279) 600 003 

Allen House, The Maltings, Sawbridgeworth, Herts 
(01371) 879 999 

L — — — — — — — — — — — 



EILEEN GAY 
OPTOMETRISTS 

Mrs Eileen Gay BSc, Hons, FC Optom 
Registered with the General Optical 

Council 


Free Eye Examinations for Qualifying Patients 
Flome visits 
Glaucoma Screening 

Diabetic Screening and Retinal Photography 
Contact Lenses 

Vision Therapy for Dyslexia/Dyspraxia and 
Learning Difficulties 
Free Frames for Children 


J 


EILEEN GAY (Broxbourne) 

8 Station Road, Broxbourne EN10 7QU 
Tel: 01992 476300 


Hi ^ A \ i 

RETIREMENT means... 

INDEPENDENT, 

AFFORDABLE & 

Living 

Home manages 56 Schemes in 
Southeast England, of which 7 are 
in Essex. We have over 30 years 
experience in providing retirement 
properties and our schemes have 
the addedsecurity of a Scheme 
Manager during the day. All our 
properties are fitted with 
anemergency alarm system linked 
to a care line response centre. 
Please contact our experienced sales team for further 
information on 0845 2302074 or www.homeqroup.orq.uk 




EILEEN GAY (Cuffley) 

5 Maynard Place, Cuffley EN6 4JA 
Tel: 01707 876012 


JACKS HATCH GARAGE 

Celebrating 90 years in business 

C. A. FAUX & SONS, EPPING GREEN 


I3E. 


7 DAYS A WEEK 


« 01992 892167 

ATTENDED SERVICE • UNLEADED »DERV 


PARAFFIN sold in litres 
ACCESSORY SHOP-Car Oils, Bulbs, Wiper Blades & more 

CAR BATTERIES 

036 £19.99,063 £44.99,085 £45.99,075 £59.99 


JACKS HATCH PACKAGE DEALS 

New economy tyre including valve, balance, fitting, VAT and 
waste disposal 155/80 x 13 £26.95 155/70 x 13 £27.95 


NEW TYRES - RING TO CHECK OUT OUR PRICES 


• Puncture from £8.50 • Alloy Balance £8.75 
< - H • Tyre Change from £6.95 • Valve £2.50 

• Wheel Balance £7.30 • Tracking from £17.99 


Hp Prices inc VAT 

Prices correct al time of going to press. 



portrayed on a fabulous projection screen. 

All concerts, unless otherwise stated, run for two, 
one-hour sessions, with a 20-minute interval. 
Membership is available for just £15 (individual) 
or £22.50 joint. If you would like more information, 
call Christie Theatre Club on (01438) 242679 

HARTS OF HERTFORD 

FROM buckles to buttons, knitting needles to yard 
sticks, even personalised ribbon, Harts of Hertford 
is a treasure trove, with something for everyone. 

A hobbyist's delight, this fabulous shop at 14 Bull 
Plain has been open for six years and customers 
travel from miles around to visit knowing they'll 
always find exactly what they need. If you need 
any advice, proprietor Margaret and her team will 
be happy to help. 

For hand-made special gifts, Harts of Hertford 
really comes into its own and can provide you with 
all of the "raw" ingredients to make something 
that will be treasured. 

If you're making costumes for school plays, this 


should be your first port of call, with a vast 
selection of accessories and materials. 

As knitting increases in popularity, Harts can 
help. The store has a superb selection of the latest 
wools in an array of colours, as well as needles. 
Whether you're a beginner or an old hand with 
the knitting needles, this is the place to visit! 

Fabric dyes are also stocked, with a comprehensive 
range of Dylon dyes, as well as fabric paints to 
customise your own jeans and T-shirts. 

Buttons in every shape and size you can imagine 
and ribbons in all colours of the rainbow, as well 
as embroidery threads, materials and accessories 
will all ensure your "craftiness" is catered for. 

For the keen needlewoman, there's a superb 
selection of sewing sets, knitting bags, pin 
cushions, scissors and thread kits. 

Harts also stocks rubber stamps, purses, wallets, 
key cases, manicure sets, scarves, umbrellas, 
travel goods and cases, walking sticks, hankies, 
stockings and hold-ups - always well worth a visit! 
Harts of Hertford, 14 Bull Plain, Hertford SG14 IDT. 
Tel: (01992)558106. 
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Results PT & Massage Therapies Ltd T/A 

Hydrashapeme 


Call about 
our summer 
Holiday 
Kid’s Club 



Pilates it Khai Bo ★ Running & Walking Club 
Boot Camps ★ Motivational Classes 
Power Plate Vibration Training 

A Full Body Workout in Only 30 Mins 
Any Age, Size or fitness Level 
Mostly Ladies Only Sessions 
Fast, Effective, Friendly & Fun 


Supervised by Fully Qualified 
Personal Trainers 


JOIN US FOR OUR 

OPEN DAY 

ON SUNDAY 8TH JUNE 


To Roydon 


\ - 

X Pitney 

Bowes 


Tel 01279 408184 
Fax: 01279 408185 

Results PT & Massage Therapies Ltd T/A 

Hydrashapeme 

64 Greenway Business Centre, 
Harlow, 

Essex, 

CM19 5QE 



10% OFF 


OPENING SPECIAL 

Your First Massage 
Special conditions apply 


• Improve flexibility 

• Relieve stress - deep yoga like stretches 

• Natural flow of energy 

• Increased vitality & well being 

A range of traditional Thai Massages to leave you 
feeling rejuvenated, relaxed and stress free 

Email: yen.sawadee@hotmail.co.uk 


> j VJ 

r 7 



5M, 

Traditional Thai Massage 
A/H: 07914 572820 

Qualified and Insured 
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GREAT 

GOLFING 

DEALS? 

BOB’S YOUR UNCLE. 


WITH ANY TAYLORMADE IRON SET 
OR DRIVER 1 FROM THE NEW 2000 
RANGE PURCHASED INSTORE! 


TO CELEBRATE 

* jay lor Made MONTH 

AT NEVADA BOB’S 




BURNER TP BALLS 

(1 DOZEN) 


NEVADA BJBS 


f jay lor Made 



m iivs CjOl f 


Nevada Bob’s Harlow 

15/16 St James Centre, East Road, Harlow, Essex CM20 2SX. 

Tel: 01279 432 288 


*Strictly subject to availability. Instore purchases only. Excludes website. Valid until 15th June. Not to be used in conjunction with any other offer. 
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JACKS HATCH GARAGE □ 

C. A. FAUX & SONS, EPPING GREEN 
Est. 1918 7 DAYS A WEEK 

^ 01992 892167 

ATTENDED SERVICE • UNLEADED • DERV PARAFFIN sold in litres 
ACCESSORY SHOP-WIDE RANGE OF OILS, WIPER BLADES AND MORE 
CAR BATTERIES 036 £19.99. 063 £44.99. 085 £45.99. 075 £59.99 


JACKS HATCH PACKAGE DEALS 

New economy tyre including valve, balance, fitting, VAT and waste disposal 155/80 x 13 £26.95 155/70 x 13 £27.95 




NEW TYRES - RING TO CHECK OUT OUR PRICES 

•Puncture from £8.50 •Alloy Balance £8.75 
•Tyre Change from £6.95 ‘Tracking from £17.99 
•Wheel Balance £7.30 


•Valve £2.50 

Prices correct at time of going to press 


Prices inc VAT 
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Welcome to So 


38 THE STREET, HIGH ONGAR, ESSEX, CM5 9ND 

Thai Restaurant and 
Oriental Cafe Bar 


Welcome to Sanuk, a high-class, modern restaurant serving 

the finest Thai Cuisine. 

★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★ 

* Special Sunday Menu Adult £10.95 Child £4.95 * 

★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★★A- 

Good Food, Fine Wines, Champagne 

For Reservations Tel. 01277 366551 



• Happy friendly atmosphere - home from home 

• Extensive activities and regular entertainment 

• Freshly cooked quality meals 

• Single rooms with ensuite facility 

• Shared rooms with ensuite facility 

TREETOPS CARE HOME 

23-25 Station Road, Epping, Essex CM16 4HH 
Tel: 01992 573322 Between 10am - 4pm Monday - Friday 


CASH IN A FLASH MONEY IN A HURRY 


NO FUSS CASH LOANS WHEN YOU PAWN YOUR JEWELLERY OR WATCHES LOWER RATES FOR REGULAR CLIENTS 

i CHEQUE CASHING...BUYING...SELLING REGULAR SUPPLY OF SECOND HAND, 

Call at... Victoria Jewellers 231 High Street, Epping, Essex CM16 4BP 

Tel:01992 560209 


‘To advertise in thisfeature 
zuith editoriafplease caff 

TM1L gSM® fEff 
01992 526693 


Vojan extends to meet 
customer demand! 



EVER-popular Indian restaurant, Vojan, 
near Ongar, is undergoing a complete 
refurbishment and will have a new 
extension to the premises completed by 
mid-summer. 

To meet increased demand from 
customers, the new-look Vojan, on the 
A414 Epping Road, will provide extra 
facilities, as well as a larger, more stylish 
interior to cater for larger numbers. 

There will also be a separate function 
room for entertainment and other 
special occasions. 

As the building work continues, it's 
business as usual and the Vojan offers 
the finest Indian and Bangladeshi cuisine 
in the area, as well as an extensive wine 
list and a wide selection of wine, beers 
and cocktails. You'll always enjoy 
extremely friendly and attentive service 
here from a dedicated team of 
experienced waiters. 

The comprehensive menu includes 
some exciting choices, including chefs 


specialities as well as the old favourites 
such as kormas, tikkas and massalas. 
Vojan is always happy to cater for parties 
both large and small. There is also a 
special Sunday buffet, which is served 
from 1pm-10pm. Children are always 
welcome. There is a takeaway service 
too (collection only). 

Wednesday is a regular music night, 
which is always popular and when the 
new extension is complete, there will be 
many more exciting events taking place - 
so watch out for further details! 

With ample parking space and easy 
access, a trip to Vojan is always a 
pleasure. Why not book your table 
today? 

Vojan 

Epping Road 
Nr Ongar 
Essex CM5 ODE 
Tel: (01277) 362293 
www.vojan.co.uk 


v£> 


3jan 


• 

Epping Road, Ongar 
Essex CM5 ODE 
www.vojan.co.uk 

Simply Unique 

Essex’s most refined Tandoori Indian Restaurant 

★★★★★★★★★★★★★★★★★★★★★★★ 

* ABBA TRIBUTE NIGHT * 

★ WEDNESDAY 3RD JUNE ★ 

★★★★★★★★★★★★★★★★★★★★★★★ 


GOOD FOOD , FINE WINE , CHAMPAGNE 
For Reservations please telephone 

01277 362293 
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ANOTHER CRACK 
OF THE WHIP 

Indiana Jones is back 
in the saddle 

cinema - page 38 


Gin Game a tonic for fans of high class drama 


LIKE many local people 
who find the cost of going 
into London to see a show 
really expensive, it is a 
delight to find high class 
drama right here on our 
doorstep. 

The variety and quality of 
plays at the home of Moot 
House Players in The Stow 
is amazing. 


REVIEW 

THE GIN GAME 

Moot House Players, Moot Hall, 
Harlow 


Their most recent offering, 
The Gin Game by DL 
Coburn, was a bittersweet 
comedy about two senior 
citizens coming to terms 


with their lives in a care 
home. 

This was a brave and 
interesting play for director 
Tony Edwards to choose, 
because apart from Dot 
Cotton and Victor Meldrew 
old people hardly ever 
appear on the media’s 
radar. 

The standard of acting, as 


usual, was excellent, with 
Robbie Chittick and Jennifer 
Southwell holding the 
audience’s attention. 

The ability of Moot House 
Players to surprise and 
enchant over the season is 
often reflected in the 
creative sets and attention to 
detail. 

The audience were treated 


to a care home by Bettina 
Hewlett and Paul Regeli that 
simply makes the £8 
admission price such great 
value. 

The next show is a famous 
George Bernard Shaw play, 
Arms And The Man, for 
which the Players deserve a 
sell-out. 

Keith Watson 


ART is a tragicomic social drama which has 
almost become a self-sustaining industry, 
achieving astonishing international success 
yet remaining as frustratingly divisive 
among critics as its subject matter. 

At its heart is a brilliantly simple concept about 
art and friendship, with three close friends 
forced to reassess their relationships after 
squabbling over the artistic worth of a 
modernist painting. 

The purchaser of said painting, self-confessed 
modernist Serge (played with great assurance by 
Keith Cummings), has paid a small fortune for the 
piece - a large white canvas with several, well, white 
diagonal lines - and sees it as money well spent. 

But his friend Marc (the ever-brilliant Richard Holliss) 
disagrees, unceremoniously rubbishing the work and 
taking a perverse pleasure in ribbing his old chum 
while extolling the superior virtues of classicism. 
Completing the triumvirate is Yvan (a show-stealing 
performance from David Millard), whose attitude 
towards the piece is ambivalent at best - besides, he 
has far greater concerns with a wedding looming 
and a disgruntled mother to appease. 

Some see Yasmina Reza’s play as a debate on 
aesthetics, others on the place of art in society, while 
many will view it as a very human drama with art 
merely the catalyst for self-scrutiny. 

Ultimately, it doesn’t have much to do with art at all 
- it may appear to be the play’s subject, but it’s 
treated just as that, a topic of conversation inviting 
differing opinions and interchangeable with race, 
religion, politics and even football. 

What the play does, like the painting, is to provoke - 
a reaction, a conversation, an argument - and in this 
it exceeds its humble premise spectacularly, 
beautifully illustrating the complexities of friendship 
and the bizarre power struggles of give and take in 
which we all participate every day. 

In less capable hands, it could have descended into 
an ugly slanging match, but director Michael Philips 
ably steered the production into the calmer waters of 
comedy drama without sacrificing pathos. 

Chris Moss 



Provoking thought on 
the art of friendships 


REVIEW 

ART 

Global Theatre Company, The Playhouse Studio, Harlow 


The lords of the ring are back! 


HULK SMASH!: Tiny Irons gets ready to 
WRESTLEFEST X: PALACE OF PAIN 


rumble in 

(s) 


GRAPPLE fans will be power¬ 
bombing and pile-driving their 
way to The Playhouse for the 
next instalment of a crazy 
wrestling franchise. 

The delicately titled Wrestlefest 
X: Palace of Pain is staged on 
Saturday week and features all 
the favourites, including Tiny 
Irons, PJ and Charlie Rage. 
Wrestlefest is the brainchild of 
producer Phil Dale and director 
Mike Fentiman, the team behind 
the hugely successful Playhouse 
community pantomime, sadly 
now axed by Harlow Council. 
Thet staged a wrestling match as 
part of a charity event in 2005 
and haven’t looked back since. 
Phil attributes its success to the 
theatrical elements intrinsic in 
wrestling, adding: “Wrestling is 
as much theatre as it is sport - 
we all know that really, but often 
people don’t want to buy into it. 
“So many times I hear people 
say ‘oh, but it’s not real’ and 
they’re both right and wrong 
with that answer, as it’s staged to 
a certain extent - the outcome 
may well be pre-determined, but 
what you see is very real as these 
guys are highly trained athletes 
and the spectacle they put on is 
breathtaking. 

“Anyone who’s enjoyed one of 
our pantomimes in recent years 
won’t be disappointed with 
Wrestlefest. Ail the elements are 
there - good guys and bad guys, 
great costumes, dancing girls, 
special effects; we’ve even got 
clowns and a storyline that 
everyone can get into! It’s a great 
night of family entertainment.” 
Tickets are £12 from (01279) 
431945 and the show starts at 
8pm. 


arts diary 


DANCE Dance troupe Slam It To The 
Floor return to The Playhouse 
tomorrow (Friday) and Saturday at 
7.45pm with its spoof seasonal show 
Panto Wiv a Remix. Lil’ Red and her 
fairytale crew get their street moves 
on to track down the key to all dance 
eternity. Tickets are £8 from (01279) 
431945. 

MUSIC The spiritual meets the 
modern as CK Gospel Choir performs 
at The Playhouse on Sunday with its 
fusion of jazz, Latin and classical. 
Performances are at 2.30pm and 
7.30pm. Tickets are £10 (£8 cones) 
from (01279) 431945. 

MUSIC The exquisite sounds of the 
Alberni String Quartet can be heard 
at St John’s ARC, off Market Street, 
Old Harlow, on Sunday at 8pm. 
Haydn’s Opus 33 no 5 can be 
enjoyed along with Bridge and 
Schubert classics. Tickets are £12 
(£10 cones and £6 students) from 
(01279) 442447. 

CHILDREN Purple dinosaur Barney 
and friends are appearing at The 
Playhouse next Thursday and Friday 
week in Barney Live! - The Let’s Go 
Tour. Song and dance are on the 
menu for the two daily shows at 1 pm 
and 3.30pm. Tickets are £12 (£10 
cones) from (01279) 431945. 

COMEDY Harlow’s Barrows Farm 
Football Stadium, in Pinnacles, again 
plays host to the Gag Club next 
Friday at 8.30pm. Four critically 
acclaimed comedians will be 
appearing, including Danny Deegan 
and Grainne Maguire. Tickets are £12 
on the door or £10 from 
www. thegagclub. co. uk. 

ART A free exhibition of the work of 
sculptor Gerda Rubinstein, By Hand 
And Eye, continues at Harlow’s The 
Gallery at Parndon Mill, off Elizabeth 
Way, until June 29. For details, call 
the gallery on (01279) 426042. 


A HALF-TERM 
TREAT! 
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WRESTLE PEST X: PALACE OP PAIN 
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Indy's back in business 
to face a test of skull 



THE man in the hat is back after a 19- 
year hiatus, but fans of the intrepid 
treasure-hunter won’t even have time to 
notice he’s older, wiser and a little bit 
wrinkly around the edges in this 
breathless update of the peerless 
adventure franchise. 

Inevitably set to bullwhip its blockbuster 
competitors into submission at the box 
office, Indy has cast a long shadow over the 
action adventure genre ever since he gave a 
bunch of Nazis a thrashing back in 1989. 

So it’s a great relief to welcome the original 
wisecracking archaeologist back to the screen, 


INDIANA JONES AND THE KINGDOM OF THE 
CRYSTAL SKULL 

certificate 12A, running time 2h 2m 


but what can be important enough to have 
brought him out of retirement? 

As always, the answer’s in the title, but this is 
perhaps Indy’s most precarious mission yet, so 
it’s just as well he’s brought some mates along 
this time - hip young gunslinger Mutt Williams 
(Shia LeBouef) and old flame Marion 
Ravenswood (Karen Allen, reprising her Raiders 
Of The Last Ark role). 

Fast-forwarding 19 years from the events of The 
Last Crusade , it’s 1957 and the world teeters once 


more on the brink of certain apocalypse, only this 
time it’s because of those pesky Russians, headed 
up by Cate Blanchett’s frosty fencer Irina Spalko. 
The plot doesn’t really stray from the tried-and- 
tested formula save for one or two surprises, so 
we fittingly find Dr Jones in a desperate race 
against time to find and return a priceless artefact 
- the crystal skull - to its rightful South American 
home before the Russians get there first. 
Thankfully, the tongue-in-cheek humour and 
knowing schmaltz is all there, as are the snake- 
pits, poisonous ants, booby traps and whipcracks, 
and this long-awaited release has enough heart¬ 
pumping, adrenaline-packed and wildly 
improbable set pieces to keep even the most avid 
Indy fan happy. 


preview screening 



MAID IN NEW YORK: Sarah Jessica 
Parker stars in SEX AND THE CITY: THE 
MOVIE (s) 


Gal pals up for 
their biggest 
adventure yet 

SEX AND THE CITY: THE MOVIE 

certificate 15, running time 2h 25m 


THE fabulous foursome hit the big screen 
in this powder-puff, lightweight cash-in on 
the success of the never-ending TV series. 
Still on the box every night despite 
finishing four years ago, the show is so 
ubiquitous that even those who’ve never 
sat through an episode of self- 
congratulatory musings on sex, sex and 
more sex will recognise the brand name. 
For those who’ve avoided being sucked 
into kitsch, middle-class fairytale land by 
Carrie Bradshaw and co, the show - and 
now film - revolves around four middle- 
aged women living the high life in New 
York, delving into their underwear 
drawers and charting their heroic sexual 
exploits. 

A bit like four rubbish superheroes, each 
has her own irritating trademark - leader 
Carrie (Sarah Jessica Parker) is the 
neurotic newspaper columnist with a 
questionable fashion sense, veteran man- 
eater Samantha (Kim Cattrall) is the stuck- 
up shoe-lover with a penchant for bizarre 
sex, sour-faced Miranda (Cynthia Nixon) is 
the boring, brainy token ginger one and 
ditzy brunette Charlotte (Kirsten Davis) is 
the cute romantic dreamer who thinks 
she’s a princess. 

The plot of the film has been kept tightly 
under wraps, but expect to see Carrie and 
on/off love rat Mr Big (Chris Noth) getting 
it on, Samantha struggling with 
subservience, Miranda facing a dilemma 
after her hubbie’s infidelity and Charlotte 
becoming a foster mum. 

Fans of the show - and there are enough 
of them to make this one of the biggest 
films of the year - will doubtless lap it up. 


NU-rave - remember that? A brief riot 
of colour, bad drugs and worse 
tracksuits provoked by a bunch of NME- 
reading public school types brandishing 
glowsticks and claiming to have 
reinvented that forgotten summer of 
lysergic-tinted love? 

Well, it thankfully disintegrated under 
the weight of its own expectations 
about a year ago, but some bands 
unfairly shunted onto the doomed 
bandwagon by misguided music hacks 
have managed to plough boldly on - 
some even adopting the dodgy 
tracksuits, perhaps as a reminder of 
how it could all go Pete Tong. 

LR Rockets are among those battling 
the backlash against a genre which - 
like The Klaxons before them - they 
have very little to do with. 

Sure, they like wearing day-glo jackets 
and go by ridiculous pseudonyms, but 



their 

ferocious sound is more reminiscent 
of an angry, futuristic version of The 
Clash having discovered loop pedals. 
And with more killer hooks than an 
angling convention, the fearsome 
foursome shouldn’t have any difficulty 
in hitting the big time, with current 
single Personality - an unhinged 
mental breakdown played out through 
Johnny Thunders’ melodic angle- 
grinder - already getting A&R men and 
DJs all hot under the collar. 


gig guide 


TONIGHT 

SQUARE, Fourth 
Avenue, Harlow - 
showcase gig 
CHEQUERS, Market 
Street, Old Harlow - 
The Monsters 
FRIDAY 
SQUARE, Fourth 
Avenue, Harlow - 
Bushnut; None The 
Less; Without Blood 
QUATTROZ, The 
Rows, Harlow - 
Monday Arms; The 
Summons; Retraphone 
SHARK, Hobtoe Road, 
Harlow - Expose 
PURPLE EMPEROR, 
Momples Road, 

Harlow - Repertoire 
Dogs 


CROWN, Market 
Street, Old Harlow - 
Bob & Doug 

SATURDAY 
SHARK, Hobtoe Road, 
Harlow - Fubar; 

Anthem 
HORNS & 

HORSESHOES, Foster 
Street, Harlow - The 
Covers 

COLT HATCH SOCIAL 
CLUB, Colt Hatch, 
Harlow - Glen Stanford 
BURNT MILL 
SNOOKER & SOCIAL 
CLUB, Edinburgh Way, 
Harlow - Ray Collins 
SUNDAY 

SHARK, Hobtoe Road, 
Harlow - Repertoire 
Dogs 


CD reviews by Ben 


THIS IS NOT THE WORLD 

The Futureheads (album, Nul) 

If you were one of those people who thought it rather strange 
when the excellent Futureheads got dropped by the label 679 back 
in late 2006, then perhaps here is your answer. Either it’s a 
conscious decision by the Mackems to go relentlessly down the dull 
route for their third LP or they’ve just run out of steam. It’s not bad 
- the title track is likeable, and Sale of the Century recalls the 
idiosyncratic jerkiness for which they’re famous - but this quite 
simply isn’t the same band that made us sit up and take notice in 
2004. If you want something this bland and commercial, why not 
just go and buy a Kaiser Chiefs album? 

WHERE THE LIGHT GETS IN 

Sennen (album, Hungry Audio) 

Along with Colman’s mustard and Alan Partridge, Norwich can 
now lay claim to this dreary bunch of Teenage Fanclub wannabes 
who met at the University of East Anglia. Of course, there are far 
worse - and less fashionable - sounds a band could aspire to, and 
one suspects that Sennen have achieved everything they set out to 
with this debut. The trouble for the listener, though, is that all the 
carefully laid-down instrumentation and harmonies don’t leave 
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also showing 


SPEED RACER. High-tech 
adaptation of the cult Japanese 
cartoon in which a rebellious 
young rally driver embarks on 
the race of his life to avenge his 
brother’s death and crush the 
sinister motor corporation 
responsible. The Wachowski 
Brothers of The Matrix fame 
direct this triumph of visuals 
over content 

WHAT HAPPENS IN 
VEGAS. Ashton Kutcher gets 
the chance to show off his 
risible acting skills in this so-so 
rom-com about a couple who 
accidentally get married after 
winning $3m on the slots in Sin 
City. 



IRON MAN. Billionaire 
weapons dealer Tony Stark (the 
mercurial Robert Downey Jr) 
has an epiphany when he’s 
kidnapped by terrorists and 
after devising a metal fighting 
suit in which to escape, he 
decides to jack it all in and 
become an armoured, flying 
superhero in this superior comic 
book adaptation from Jon 
Favreau. 

FORGETTING SARAH 
MARSHALL. Distraught Peter 
treats himself to a holiday to 
Hawaii in an ill-starred attempt 
to get over his ex, only to find 
her staying in the same hotel 
with her new boyfriend in this 
superior rom-com from the 
team behind Superbad and 
Knocked Up. 

NIM’S ISLAND. A magical 
story of a precocious young girl 
who goes in search of her lost 
father, helped by the author of 
her favourite book. 

PENELOPE. A modern 
romantic fairytale about a 
eligible young heiress born with 
the nose of a pig (no, really) 
who can only have her curse 
lifted by finding someone who 
will love her regardless. 


Paul Newman reviews a selection of the latest releases on DVD 


The living end of a decaying class 


THE LIVING AND THE DEAD 

(DNC Entertainment, 15, retail & rental) 

A decaying stately home is the eerie symbolic setting 
for writer/director Simon Rumley’s powerful 
psychological drama about the unravelling of the last 
descendants in a line of blue-bloods. 

Longleigh House is a crumbling mausoleum, paper 
peeling from the walls of its huge, vacant rooms and 
honeycombed with dark labyrinthine corridors. 
Patriarch Donald (Roger Lloyd Pack) has to go away 
for a few days to stave off losing the estate, leaving his 
bed-ridden wife Nancy (Kate Fahy) and schizophrenic 
adult son James (Leo Bill) under the supervision of a 
private nurse. 

Unfortunately, the disturbed and seriously mentally 
impaired James sees a chance to prove his worth to 
his parents and determines to be the man of the 
house, locking the nurse out and trying to care for his 
mother alone. 

But when he neglects the daily regime of pills and 
shots keeping him stable, he spirals into an evermore 
threatening madness of frustration, helplessness and 
wild hallucination, setting in motion a chain of events 
made all the more tragic by their inevitability. 

All three actors give quite superb, heart-wrenching 
performances, but special mention is due to Bill for 
never once lapsing into caricature with an 
increasingly frantic assortment of behavioural tics 
which make James’ descent plausible and terrifying. 
Rumley makes the most of brooding Tottenham 
House, in Wiltshire, his stately framing of its gloomy 
spaces working in stark contrast to the surreal 
speeded up sequences depicting both James’ fraying 
emotional state and his perception of reality. 

This intense drama plays out as a deeply personal 
story of human grief, touching on primal fears of lost 
identity and slipping control, but also works 
metaphorically as a funeral dirge for an aristocracy 
and an ideal of Britain long past their expiry dates, 
inviting comparison to David Cronenberg’s Spider and 
Poe’s The Fall Of The House Of Usher. 

Star rating: ★★★★ 

THE BACKWOODS 

(Momentum Pictures, 18, retail) 

It’s Straw Dogs- a-go-go in this UK/French/Spanish co¬ 
production but despite having heavy duty screen 
thesps Gary Oldman and Paddy Considine aboard, 
something’s missing. 

The pair play, respectively, boss and employee 
holidaying with their wives in rural Spain in 1978, but 
a day of male-bonding and shooting in the woods 
ends badly when they discover a mute, feral girl 
locked in a remote cabin and bring her back, an act 
which sees gun-toting locals heading their way with 
far more than a neighbourly glass of sangria in mind. 
It’s entertaining enough, and largely well performed, 
but the close parallels with Peckinpah’s Cornish 
western rob it of oxygen when you know it’s only 
going to be a matter of time before Considine’s meek 
Everyman gets in touch with his inner warrior. 

Star rating: ★★★ 

WHAT HAVE THEY DONE TO YOUR 
DAUGHTERS? 

(Shameless Screen Entertainment, 18, retail) 

This 1974 plunge into the seedy underbelly of Rome 



blends elements of the giallo thriller with police 
procedural to emerge as a surprisingly serious-minded 
film skirting much, although not all, of the story’s 
potential for sleazy exploitation. 

Detectives looking into the apparent suicide of a 15- 
year-old schoolgirl uncover a teenage prostitution ring 
whose connections appear to snake right to the top of 
‘respectable’ society, but they constantly run up 
against literal dead ends as a cleaver-wielding biker 
prowls the streets to brutally cut off suspects before 
they talk. 

Juxtaposing society’s assumed innocence of the 
young girls in peril with the far more likely reality of 
their sexual precociousness, director/co-writer 
Massimo Dallamano maintains a fast pace with some 
excellent stalking set-pieces and chases, all propelled 
by Stelvio Cipriani’s stylish and often moody 
soundtrack. 

Star rating: ★★★ 

FIVE ACROSS THE EYES 

(Lionsgate UK, 18, retail & rental) 

Five teenage girls on the way home from a football 
match stop to ask directions, have a minor prang with 
a parked 4x4 and slip away without a word, triggering 
a night of hell as the vehicle’s psychotic female driver 
comes after them. 

Shot grainy on camcorders and largely unfolding in 
real time, the film has a fairly gripping Blair Witch 
Project immediacy and the five leads give very 
naturalistic performances. However, the incessant 
snivelling and screaming chaffs after a while, not least 
for obscuring so much of the dialogue, while the 
psycho’s sexual torments have nothing to do with her 
motive for pursuing them and the film could really 
have done without the car radio playing a mood- 
appropriate soundtrack throughout. 

An interesting exercise in micro-budget film-making, 


nevertheless, and it does have a most awesome title. 

Star rating: ★★ 

STORM WARNING 

(Optimum Home Entertainment, 18, retail & rental) 

A compelling and fairly smart dose of urbanoia from 
Urban Legend director Jamie Blanks, Storm Warning 
pitches a nice city couple from their relaxing day’s 
fishing and into the clutches of a morally degraded 
clan of marijuana-growing rural Australian psychotics. 
But as the deranged father and his two sons steal their 
clothes, terrorise and humiliate them, the movie shifts 
from harrowing Wolf Creek territory to focus on the 
pair’s creative and bloody retaliation as they devise 
Heath Robinson-esque death traps and take the fight 
back to their tormentors, showing the kind of rational 
intelligence too often absent from movie characters in 
such a plight. 

Star rating: ★★★★ 

DRAGON WARS 

(Sony Pictures, 12, retail & rental) 

Possibly one of the silliest movies you’ll see all year, 
this Korean fantasy set largely in LA is goofy good fun 
when its CGI beasts are tearing up the city. 

The evil giant serpent Buraki is seeking a magical 
power intended for a good giant serpent, which will 
turn it into some sort of super-dragon and is currently 
residing in the tattoo of a young woman who’s the 
reincarnation of a 15th century Korean girl. 

Put such utter gibberish (and the interminable 
exposition needed to deliver it) out of your head - 
along with considerations such as how nobody 
notices a half-mile long snake in LA or why it has an 
army of humans and assorted types of dragons 
helping it - and just sit back to enjoy the brainless 
spectacle of big snakes duking it out. 

Star rating: ★★ 


★★★★★ unmissable ★★★★ very good ★★★ good ★★ fair ★ don't bother 


Wilkinson, Jim Tanfield and Chris Moss 


much room for any memorable tunes. Even manic 
military drumming on Falling For You and self- 
indulgent noise track Sennen Enjoy Life fail to liven 
things up. It's all a bit like Editors on a comedown. 

AMERITOWN 

Eastern Conference Champions (album, Island) 

This Pennsylvanian trio make a pretty staggering noise, 
a rock noise no less, which ebbs and flows between 
full-on drum murdering to piano ballad. Josh 
Ostrander’s nasal vocals are slightly grating at first, but 
the quality of the songwriting soon takes over and 
when the faux-mod powerhouse Some Sorta Light 
kicks in, you know everything’s going to be just dandy. 
All in all, this is pretty good with no lazy fillers and the 
odd flash of brilliance. 

MAKE SURE THEY SEE MY FACE 

Kenna (album, Star Trak/lnterscope) 

If Mark Ronson’s next trick was to try to ape LCD 
Soundsystem using Depeche Mode as his backing 


band, it would probably sound like this bizarre yet 
forgettable second album from Ethiopian-born 
American multi-tasker Kenna. It’s an almighty strange 
brew of shimmering new wave, ’80s synth-pop and 
skewed electro that scores top marks for creativity but 
is ultimately undermined by a catastrophic identity 
crisis. Like a kid playing with mum’s new blender, he’s 
undoubtedly having fun mashing stuff up but the result 
is always going to be a bit of a mess. 

THE ZOMBIES AND BEYOND 

The Zombies (album, UMTV) 

Following their triumphant reunion gig in March, the 
’60s psych-pop legends release the inevitable cash-in 
compilation. Strictly for completists , there are no 
surprises, with nine of their timeless baroque-pop 
paeans to memory, lost love ( She’s Not There) and 
Old Father Time (The Time of The Season ) alongside 
the feted but flawed solo efforts of co-vocalists Rod 
Argent and Colin Blunstone. Do yourself a favour and 
instead buy Odessy & Oracle (sic), undoubtedly one of 
the greatest albums of the 1960s British Invasion. 



EMPIBECINEMAS.co.uk 

“ ■ 23rd May - 29th May 


INDIANA JONESAND 
THE KINGDOM OFTHE 
CRYSTALSKULL(12A) 

(10:15 Sat/Sun/Mon), 
11:30,13:00,14:30, 
16:00,17:30,19:00, 
20:30 

IRON MAN (12A) 
(11:15 not Wed/Thur), 
14:10,17:00, 20:00 

WHAT HAPPENS IN 
VEGAS (12A) 

(11:20 Fri/Mon/Tues) 
(14:00 not Wed/Thur), 
16:20,18:35,20:50 

NIM'S ISLAND (u) 

11:00,13:20,(15:40, 
17:50 not Wed/Thur) 


BISHOP'S STORTFORD Anchor Street CM23 3BP 


FORGETTING SARAH 
MARSHALL (15) 
(18:00, 20:45 not 
Wed/Thur) 

SPEED RACER (PG) 
(11:10 Wed/Thur), 
(12:00, 15:00 not 
Wed/Thur) 

SEXANDTHECITY 

(15) 

Wed 28th fiThurs 29th 
May 11:40, 13:30, 
14:40,16:30,17:40, 
19:30,20:45 
From Fri 30th May 
11:40,14:40,17:40, 
20:45 


EMPIRE JNRS 

All tickets £1 
CHARLOTTE'S 
WEB(u) 

Sat&Sun 10:30 

ADVANCE 

BOOKING 

THE CHRONICLES OF 
NARNIA-PRINCE 
CASPIAN (PG) 
FromThur26thJune 
(11:00 Sat/Sun), 
14:00,17:00, 20:00 


#SEX AND THE CITY 

Opens Wednesday May 28th 
10.45am, 1.00,1.50,4.15, 5.15,7.30, 
8.25pm WED & THU only 

now showing 
#INDIANA JONES AND THE 
KINGDOM OF THE CRYSTAL 
SKULL 12A 

Contains moderate action violence and 
scary scenes 

11.00am, 12.00, 2.00,3.00,5.00,6.00, 
8.00, 9.00pm 

SPEED RACER PG 

11,50am, (2.30pm except WED & THU) 
WHAT HAPPENS IN 
VEGAS 12A 

Contains moderate sex references and 
language 

3.40, 6.20,8.50pm 


IRON MAN 12A 

Contains moderate violence and one 
use of moderate language 
12.20,3.25,6.15,9.05pm 

NIM’S ISLAND U 

10.50am, (1,00pm except WED & THU) 
FORGETTING SARAH 
MARSHALL 15 

5.30,8.20pm except WED & THU 

movies for juniors (£1) 

fun & games and a movie 

PENELOPE U 
10.00am SAT only 
ALVIN AND THE 
CHIPMUNKS U 
10.05am SAT only 
BEE MOVIE U 
10.10am SAT only 


Book 0871 200 2000 Info www.cineworld.co.uk 

Booking fees apply. Programme times subject to change. 
(S) Subtitles (AD) Audio description 

~\ Parking _ 
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CAR BOOT SALES 

Hillside Farm, Pepper Hill 
Great Amwell, near Ware are run by 
proprietors V. A. and D. A. Bridgeman 

CAR BOOT SALE 
THIS SUNDAY 

Then every Sunday until November 
Car Boots 8am to 9am 
Open to the public 9am to 2pm 
Cars £10, Car and Trailer £12, Small Vans 
(MPV) £12, with trailer £14, Large Vans £14, 
with trailer £16 

Admission 50p to 16-year-olds and over 

Ware (01920) 871719 

No need to pre-book. 

^i Just turn up. 

Refreshments available 
T Toilet facilities ^ 


#f 


CHILDREN’S 
WORLD FUN 
PARK 


A NEW CONCEPT IN CHILDREN’S 
ENTERTAINMENT 

£4.99 FOR ENDLESS RIDES 

Friday May 23 to 
Sunday, June 1 

12 noon until dusk daily 

at 

HARLOW TOWN PARK 

Open Bank Holiday Monday 

Cut out and bring this advert 
along and save 50p 


O 


ENFIELD 

Pageant of Motoring 

and Collectors Bazaar 

ENFIELD PLAYING FIELDS 
GREAT CAMBRIDGE ROAD 
ENFIELD 
MAY 24/25/26 
ADMISSION 
ADULTS £9 
CHILDREN £5 





Fanhams Hall Hotel, Ware 

OPEN GARDENS 


See the wonderful Japanese Garden and Wisteria Walk. 
Enjoy Teas and home-made cakes. 

Plants, Tombola, Books and collectables. 

Bank Holiday Monday 26th May, 2008 

2pm to 5pm Admission £3 Enquiries: 01920 462992 
Registered Charity No: 1046826 www.isabelhospice.org.uk 


ST. MARY MAGDALENE CHURCH, 
HARLOW COMMON 

GRAND 
SUMMER FETE 

SPRING BANK HOLIDAY 
MONDAY MAY 26TH, 2008 

12 noon to 4pm, 

Many stalls, books, white elephant, tombola 

GRAND DRAW 
first prize £100 etc. 

Refreshments 
Something for everyone 
Also Companion DOG SHOW 

Registration commences at 10.30am, 
judging from 11.45am, four breeds, 

10 novelty classes 

Come along and see us for a good family 
day out. 

Enquiries for the dog show telephone 

Miss Cuthbert 01279 863742 

Reg Charity Number: GB112447796 


Gigantic Old Vehicle Show 
Cars, Motorcycles 
Steam Traction Display 
Club Displays 
500+ Autojumble Stalls 
Arena Displays 
Fairground rides 

No Limitz Motorcycle Display Team 
Free Parking • Open 9am Daily 


Organised 

by 

Enfield 
and District 
Veteran 
Vehicle Trust 

0208 367 1898 


TAYLORS 
FARM 
NURSERY 




No arena events on Saturday 
Tigers Motorcycle Display Team 
on Sunday and Monday 


Proceeds in aid of the Enfield & District Vehicle Trust Motor Museum Appeal and Charitable Trust No. 275684 


We specialise in plants for 
containers and hanging baskets, 
unusual trailing plants, bedding 
plants, many new colourlul 
varieties this season. Pouches, 
basket refills, tumble tomatoes, 
and strawberries in hanging pots 
OPENING TIMES: 

Day: Mon to Fri: 9.30am to 4.30pm 
Evenings: Mon to Fri: 6pm to 8pm 
Weekends: Sat: 9.30am to 4.30pm 
Sun: 10am to 4.30pm 

Takeley St. (B1256 formerly A120) 
near Bishop’s Stortford 
Telephone: 07771 801716 


WATTON-AT-STONE 

CHURCH FETE 

Monday, May 26 
Fete opening 1.30pm 

Dog show, 

Punch & Judy, Stalls, 
Refreshments 
Admission 50p adults, 
20p children 

FREE CAR PARK 


Visit Benington 
Lordship Gardens 
this Bank Holiday 

Sunday 25th 2 till 5, Monday 26th 12 till 5. 
Entrance £4 under 16’s £2, under 12’s free. 

Historic fortified hilltop site. Old English 
Gardens. Norman keep. Vegetable gardens. 
Wildlife Lake. Carp Pond. Plant Sale. 

01438 869668 

www.beninqtonlordship.co.uk 


Ware Town Council 

WARE PRIORY LIDO 

Priory Street, Ware 

2008 SEASON 

Opening Times 

Saturday 24th May 

to 

Sunday 7th September 

Weekdays 

lOam-lpm & 2pm-7pm 
Weekends & Bank Holidays 

lOam-lpm & 2pm-6pm 
Open air heated pool 
Special weekday lunchtime swims 
Swimming lessons during school 
holidays 

For further information please 
contact: 

Ware Priory Lido 

Tel: 01920 460703 


ftftftftftftftftftftftftftftftftftftftft 

l Queenswood 

ft Garden Open 

Sunday 25th & 

1$ Monday 26th May 

1$ 11am - 6pm 

1 $ whatever the weather! 

1$ 120 acres of informal gardens 
1$ and woodland. 

1$ Plant sales , lunches & teas. 

1$ Shepherds Way, 

1$ Brookmans Park, Hatfield 

1 $ Just off the A1000 

1$ Admission: £3.00 & £1.50 

1$ Concessions 

1$ NGS Gardens Open for Charity 
1 $ (279284) 

1$ Sorry - no dogs! 

$ ## ## $ $ 


-jjj. -jjj. -jjj. -jjj. -jjj. -jjj. -jjf. 
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TONES 

NEWS 



M-Audlo Stags Plano 


NEW STOCK 
JUST IN.... 


The M-JUidlo PROKEYS Sfl fiB. K*y Hammer Act i an 
Premium Etago Piano. EE-kay hwmmor-Hcticm, premium digital stage 
piano that doubts as a great MIDI controller for your Mae or PC. 
Call into Torioi of HarfoW for a Da mo. 


Pick up an instrument today 
with Interest free credit Typical 0% APR* 



BARGAIN WEEKEND FOR ALL, SEE BELOW FOR SOME EXAMPLES OF 
WHAT YOU CAN FIND AT TONES THIS WEEKEND, 

OFFERS SHOWN VALID on SAT 24th A SUN 25th MAY ONLY, 

ALL GOODS SUBJECT TO AVAILABILITY. 



FOR DRUMMERS 

LL SINGLE & PACKS OF 
CYMBAI 1 


ZBl4 ra " 


t\R- Zildjton ZBT C4fVo paeh cnni&im 
14 s ' Hi lljfe, 1 <T C«lfc 20 " Ride pins 
FREE 14" C rush. Pirn FREE 2<T 

( vmhfll Brc. 

SRP £275 Tones Price £199 
WEEKEND PRICE £149.99 

Conn: up and s\x iis for nuiiy other bargain tymkal prices this w-L^ckund 


FOR GUITARISTS 
EFFECTS PEDALS 

15% OFF BOSS 

20% OFF Electro Harmon ix 

!5%OFFKORG 

20% OFF Dunlop CRY BABY 

MOREOFERSON 
LINE 6. TONE LOCK. 
ZOOM, AND OTHERS... 



FOR GUITARISTS & SINGERS 
25% OFF ALL RADIO MIC’s 



Guitar Mies from £120 
lesi 2$ r /m = £40.00 


Vutal Mies fnim £92 

tea 25%=£tffc00 


OITrr iipplir^ In dll branch in 
StDth Sudi m Audio TfChiilta, 
ftatiy, JTS. Scanner, and Sfiaj 


FOR BUDDING RECORDING ARTISTS 


20% OFF BOSS MICRO BR 



4 TRACK RFX’ORDER, 
£169,99 less 20% =£135,99 


Other offers on olher 
Rotand-Boss, Tascam, 
Line 6, Zoom etc 


TO SEE MANY OTHER OFFERS ON GUITARS, AMPS, DRUMS, CASES AND EVEN 
STYLOPHONESU VISIT US THIS WEEKEND, "FOR ALL A MUSICIAN NEEDS" 


1 


~}T/Wrc MUSIC STORM 



14 The Rows, Harlow Town Centre upstairs Overlooking the Market 
www.tonesmusic.co.uk 01279 626600 
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THE SHARK 

Hodings Road, Harlow (behind the hospital) 

WHITSUN BANK HOLIDAY 
ROCKFEST 

FRI 23rd EXPOSE @ 9pm 
SAT 24th FREEBIRD @ 3pm TRIPLE X @ 4pm 
ANTHEM @ 8.30pm 

SUN 25th CUPID STUNTS @ 3pm 
FUBAR @ 5.30pm REPERTOIRE DOGS @ 8.30pm 
BANK HOL MON 26th - STEVES KARAOKE 
BARBECUE ON ALL WEEKEND 
All welcome (accompanied children until 8.30pm) 
Beer Garden and Ample Parking 
Telephone 01279 416297 
for further details. 


COUNTRYSIDE 


CAR 

BOOT 

SUNDAY & 
HOLIDAY 
MONDAY 

AFTERNOONS 


Staff car parks, Pinnacles i 
estate, Up to 300 sellers. 
Adults 30p @ 12 noon. 
Sellers 10.30am-4pm Cars 
£10 S/vans £12 L/vans £14. 
Early 9am set-up £20 


★★★★★★★★★★★★ 

; FUNCTION J 

* ROOM * 
J FOR HIRE J 

^ Seven days a week ^ 

* LICENSED TILL 1AM * 
4r (Drinks served till 1am) 

+ Fully air conditioned + 
.j Weddings, Birthdays, ^ 
^ Engagements etc. ^ 

Z TELEPHONE FOR * 

* FURTHER DETAILS * 

* OLIVER’S BAR * 

-kABOVE STOW SNOOKER CLUB* 

* HARLOW 01279 866266 if 

+ + + +★ 


r 


CAR 

BOOT 

SATURDAY 

AFTERNOONS 
(ARE BACK!!) 


@ BLUEMANS FIELD, A414 
ROAD TO NORTH WEALD. 
Talbot roundabout,Essex. 

Well sign post from Mil jet 7! 
Up to 200 sellers, unload at 
10.30am-4pm. Adults FREE 
after 12 noon. Cars £10 
S/vans £12 L/vans £14. Early 
9am set-up £20 


SELF ASSESSMENT 

HASTHAT DREADED FORM HITTHE DOORMATYET? 

GET HELP NOW! 

Ring C Dennis & Company 

For all Accountancy and Tax matters including VAT, 
PAYE, Accounts for Sole Traders, Partnerships and 
Limited Companies and dealing with all investigations. 
Fully online service. Established 40 years. 

01279 416814 

FIRST CONSULTATION FREE OF CHARGE 


West Essex EZ5 

Primary Trust 

Public Board Meeting 

Thursday 29 May 
at 2.00pm 
Committee Room 
Uttlesford District Council Offices, 
Great Dunmow 


Monday 6:15 & 8:15pm 

Tye Green Community 
Centre, Bush Fair 
Lesley - (01279) 301601 
or 07721 622888 


New Consultant 

Tuesday 6:30pm 

Church Langley 
Community Centre 
Karen - (01279) 324661 
or 07889 137455 
New Group Opening 

Little Parndon 
Wed 30th April - 7pm 
St Thomas More Church 
Hall, Hodings Road 
Donna-(01992)478182 
Mobile 07920 259071 

Thursday 6.30pm 

Milwards Primary School 
Lynsey- (01279) 303160 
or 07784 978137 


Ware Town Council 

WARE PRIORY LIDO 

Priory Street, Ware 

2008 SEASON 

Opening Times 

Saturday 24th May 

to 

Sunday 7th September 

Weekdays 

lOam-lpm & 2pm-7pm 

Weekends & Bank Holidays 

lOam-lpm & 2pm-6pm 
Open air heated pool 
Special weekday lunchtime swims 
Swimming lessons during school 
holidays 

For further information please 
contact: 

Ware Priory Lido 

Tel: 01920 460703 


EPPING FOREST DISTRICT 
COUNCIL 

REFUSE AND RECYCLING 
COLLECTION DATES 

Spring Bank Holiday 


Monday 26 May 2008 
Tuesday 27 May 2008 
Wednesday 28 May 2008 
Thursday 29 May 2008 
Friday 30 May 2008 


Tuesday 27 May 2008 
Wednesday 28 May 2008 
Thursday 29 May 2008 
Friday 30 May 2008 
Saturday 31 May 2008 


Normal Collection Service Resumes 
on Monday 2 June 2008 

Domestic refuse must be available from 7am on collection day 

Please contact the council on 
01992 564608 

^ Eippi'i^ h:rfst E Strict CHIMid' 


NEXT COURSE OF 
CLASSES WITH 
ESSEX PILATES 
Starting 

Wednesday 4th June 

Beginners welcome 

For more information 
call 

07974 721527 


® 

Recycled paper made up 75.5% of the raw 
material for UK newspapers in 2004 


HOMES 

URGENTLY 

NEEDED 


for Spanish 
Students in July. 
Out all day, 
good rates. 

Call 01992 468610 
or 01992 623011 


HARLOW TOWN FC 

FUNCTION 
ROOMS 
FOR HIRE 

SPORTS BAR 

- Max capacity 80 
FUNCTION SUITE 

- Max capacity 150 

Barrows Farm Stadium, 
The Pinnacles CM19 5BL 

01279 445 319 


EPPING SPIRITUALISTS CHURCH 

Thornwood Village Hall, Weald Hall Lane, Epping 

AN EVENING OF CLAIRVOYANCE 

6pm - 7.30pm 1-2-1 Readings 
8pm CAROL BOHMER (Clairvoyance) 

Friday, May 30th 

Admission £4 

Every Tuesday Healing 1.00 to 2.20pm 

SERVICE/CLAIRVOYANCE 2.45 - 4pm 

Affiliated to Spiritual Pathway Healing Association (Reg No. 284561) 




For all your Motor Services Advertising 
Telephone: 

01992 526666 




Tye Green 
Indoor Bowls Club 

LEARN TO PLAY FLAT GREEN BOWLS 

with qualified coaches and instructors. 

SUMMER COACHING EVERY MONDAY 

4.30-6.30pm 

Contact 01279 419030 

to book your place 


The Home Farm Trust presents 

A GARDENING 
WEEKEND 

Sat 24th, Sun 25th, Mon 26th May. 
9am - 4.30pm 

Bedding plants at reduced prices from 
50p to £2.50. 

Bedding plants, perennials, shrubs and 
much more. 

Book stall, brie a brae, raffle, teas and 
cakes. 

No entrance fee. 

We look forward to seeing you at: 

The Home Farm Trust Garden Centre, 
Ugley near Bishop’s Stortford, Herts. 

Telephone: 01279 816165 



Advertiser Reader Travel Service 

m . 1 * 

TORQUAY, EDEN & THE LOST 
GARDENS OF HELIGAN 

Come to Cornwall and visit two of the country’s most stunning attractions! 

Includes • Return coach travel • 3 nights’ half-board accommodation at the Rainbow 
International Hotel, Torquay, with entertainment on at least 1 evening • Entrances to 
the Eden Project & the Lost Gardens of Heligan • Visits to Buckfast Abbey & Clark’s 
Shopping Village, Street • The services of a Tour Manager 

Departs 5 September & 3 October 2008 from 39.00 


BEAMISH 

& THE WORLD’S OLDEST EXISTING RAILWAY 

Enjoy a treasure trove of industrial heritage and the steam-hauled Tanfield Railway 
dating back to 1725! 

Includes • Return coach travel • 2 nights’ half-board accommodation at the 

St. Georges Hotel, Darlington • Admission to the Beamish Open Air Museum • A ride 
on the Tanfield Railway • A visit to Durham • The services of a Tour Manager 

Departs 18 July & 5 September 2008 from 149.95 

EL 

LAKELAND AUTUMN GOLD 

Join us in Britain’s best-loved scenic area, on a super-value break full of fascinating 
variety and interest. 

Includes • Return coach travel • 2 nights’ half-board accommodation at a Manchester 
or Liverpool area hotel • A full day in the Lake District • A single journey on the 
Lakeside and Haverthwaite Railway • A cruise on Lake Windermere • A visit to Chester 
• A tour of the Derbyshire Peak District • The services of a Tour Manager 

Departs 10 October 2008 from 1.00 

- .P4J 

EMMERDALE & THE BEST OF YORKSHIRE 

Here’s a break that combines the very best of Yorkshire’s stunning scenery, with 
included tours of ‘Emmerdale Country’ where you will see such well known haunts 
as Esholt and the Woolpack, as well as ‘Last of the Summer Wine’ country and the 
little Pennine town of Holmfirth. 

Includes • Return coach travel • 2 nights’ dinner, B&B at the Bradford Novotel 
• Tours of Emmerdale Country, Last of the Summer Wine Country and the Yorkshire 
Dales • A visit to York • The services of a Tour Manager 

Departs 19 September 2008 from 125.00 


FOR FURTHER INFO, TO BOOK BY CREDIT CARD OR REQUEST 
A BROCHURE PLEASE CALL QUOTING ADVERT CODE HEM: 

0845 226 9725 S“ 


Or email stating which brochure you require to 7 ^ 
hem@newmarket-group.co.uk, or fill in the 
coupon & send to: Herts & Essex Newspapers c/o 
Newmarket Promotions Ltd, FREEPOST KT2720, 

See us at: www.newmarket.travel/hem Worcester Park, KT4 8BR. (no stamp required) 
Brochure(s) required: □ Torquay, Eden & Heligan (ELH) □ Beamish & the World’s Oldest Existing Railway (BOA) 

□ Lakeland Autumn Gold (AGL) □ Emmerdale & the Best of Yorkshire (EAY) 

Name_____....... Address ......... 

. Post Code . Telephone. ■. 

IabtaI Organised by Newmarket Promotions/Air Holidays Ltd. a company independent of Herts & Essex Newspapers. “ 
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Aries Mar 21-Apr 20 


n 

Financial wrangles 
may require 

recourse to the law. This 
could see you pursuing 
someone in the Small 
Claims Court, or going to 
your local Citizens Advice 
Bureaux. Shared monies 
require fairness from all. 
Adopting the high moral 
ground is probably not the 
best way to achieve this. 
After all, people make 
contributions in different 
ways, not just in cash. 

Call now for more. 


Taurus Apr 21-May 21 
The Full Moon 
connects with deep 
Pluto. This is quite a 
positive combination but 
whatever you’re feeling 
about the most important 
person or persons in your 
world, these can become 
more acute. Partnerships 
particularly, come under 
the spotlight. If there has 
been any turbulence 
bubbling away in the 
background,these 
feelings may now boil 
over. Call now for more 
news and astral advice. 

Gemini May 22-Jun 21 
This is an important 
week from a 
psychological viewpoint 
but one you can gain 
from. However, as we all 
know, sometimes there is 
pain in gain and so it may 
be here. If you feel that 
others are blanking you, 
keeping you in the dark, 
or running roughshod 
over your sensitivities, it 
can bite deep. Yet this can 
teach you to fall back on 
your own resources. Call 
for your in-depth forecast. 


0 Libra Sept 24-0ct 23 

The restless 
Uranus comes 
under the bewitching spell 
of Venus. Both in matters 
of the heart and finance, 
this mix can see you with 
more devilment. The Full 
Moon also suggests that 
your emotions around 
romance can be 
heightened with your 
usual logical detachment 
replaced by a more 
instinctive, even 
compulsive edge. The 
temperature climbs. Call 
for your love scope in full. 


Scorpio Oct 24-Nov 22 

Certain 

involvements reach 
a crunch point. Make or 
break? Absolutely. Any 
cloying or unsatisfactory 
tie may need to make 
way for more exciting and 
relevant associations. In 
fact, magic is in the air 
and this can see you 
drawn towards someone 
who is playful, 
independent but full of 
charm. Socially too, 
people with greater 
vivacity are a must. Call 
me now for more news. 


|Sagittarius Nov 23-Dec 21 
Your get-up-and-go 
is one of your major 
attributes. But that doesn’t 
mean you shouldn’t afford 
yourself some periods 
where you feel less 
dynamic and resourceful. 
So, if you’re feeling less 
revved up than usual, 
rather than rue this, have 
a few early nights. Also 
eating simple, but high 
quality foods can help 
boost bodily nutrients and 
your immune system. Call 
for more advice. 


Cancer Jun 22-Jul 23 
Despite the bad 
press that full 
Moons get in astrology, if 
you’re solo, this week’s 
can give your romantic 
prospects a fillip - when 
we factor in a great link 
between the slinky Venus 
and the enigmatic 
Uranus. All this can spark 
much flirtation and mirth 
and see your animal 
magnetism turned to 
max. Settled? Be daring. 
Create a spark. Do 
something saucy. Call me 
now for more. 


mm Leo Jul 24-Aug 23 

Km Playing the lead 
role in a major 
stage production is 
wonderful but then there’s 
the matinee performance 
to do as well. What with 
signing autographs and 
giving press interviews, 
all this can take its toll. In 
other words, being in 
demand and being so 
popular, does have its 
down sides, Leo. Try to 
create more personal 
space or time for close 
loved ones. Call your 
prediction line for more. 


Capricorn Dec 22-Jan 20 
Surprise social 
invitations can see 
your diary get packed-full 
but hey, it’s great to be in 
demand. Neighbours can 
also want you to be their 
star guest, or you can 
find yourself featuring in 
a fun community 
escapade. Let humour fill 
your world, but also keep 
a keen eye out for any 
friend who has drifted 
from view. They will 
mightily appreciate your 
call. Call for your in-depth 
forecast. 


■PI Aquarius Jan 21-Feb 19 
njll If the whirlwind 
demands of an 
everyday role seem 
overburdening, a little 
seclusion can do much to 
boost your batteries. If 
you’ve “green fingers”, 
your garden can be the 
perfect sanctuary and 
especially if you find new, 
inventive ways to protect 
your privacy, grow your 
own vegetables or boost 
your Feng Shui with a 
new healing water 
feature. Call me now for 
more news and advice. 


Virgo Aug 24-Sept 23 
There is someone 
who you’re keen to 
cultivate. The easiest thing 
to do would be to take the 
most obvious route to try 
to capture their attention. 
Yet remember, people can 
turn away from those who 
shout the loudest. To 
make someone sit up and 
take notice, try a less 
obvious approach. Your 
ingenuity could just pay 
off. Call me now for more 
news. 


Rfl Pisces Feb 20-Mar 20 
1^1 You could find 
yourself fiercely 
defending your right to 
speak out. Yet if you’re 
impatient or volatile your 
words are unlikely to be 
met with much acceptance. 
Venus does much to help 
you Pisces. Be honest, but 
also use a little ingenuity in 
how you express your point 
of view. If you do, you’ll find 
people will be all ears. Call 
now for your financial 
forecast. 


FOR MORE ON YOUR STAR SIGN CALL 

0904 020 0025 


Discover what's in store for you! TAROT 1-2-1 PERSONAL READINGS. 
Call to speak to a psychic! 

0906 111 9861 


0904 Calls cost 60p/min, 0906 calls cost £1.50 p/mon from a BT Landline. Other 
networks will vary. Please obtain the permission of the bill payer before calling, If 
you experience any problems using this service please contact the service 
provider: J Media UK Ltd, P0 Box 56394, London SE1 0WT. 
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The hybrid benchmark 



HILE lounging 
with a newspaper 
in a coffee shop 
recently, I was 
treated to a fascinating piece 
of buyer behaviour. 

Emerging from a big discount 
store, I noticed a chap roll up the 
conspicuously branded carrier 
bag, sneak a peek to make sure 
nobody was looking and then 
pop it in a bag from a far more 
upmarket retailer. 

This is, in microcosm, the reason 
why the first generation of so- 
called hybrid cars failed in the 
UK. 

Nobody wants to be obviously 
branded a penny pincher. The 
latest Toyota Prius, however, has 
set about rectifying that hiccup. 
When the original Prius and its 
Honda rival, the Insight, were 
first launched, many were 
impressed with their technology 
and green credentials. Using an 
electric motor to augment or 
temporarily replace a 
conventional petrol engine was a 
great idea. 

Unfortunately, both cars were 
rather compromised, the Honda 
by its ‘squeezed from a 
toothpaste tube’ styling and 
impractical two-seater layout, 
and the Toyota by its dull driving 
manners, cramped cabin and 
distinctly lacklustre lines. 
Toyota’s second generation Prius 
changed all that and gave the 
company leadership in this 
sector. It has recently been 
improved, with changes to the 


By ANDY ENRIGHT 


styling of its headlamps and rear 
light clusters and a restyled 
front grille. In the cabin, 
passenger comfort has been 
enhanced, with an adjustment to 
the hip point for those sitting in 
the back. 

Buyers will also find smarter 
upholstery colours, a soft-touch 
paint finish for the dashboard 
and introduction of a leather- 
trimmed steering wheel across 
the range. Fresh options include 
full leather trim, new metallic 
paint finishes and, on T Spirit 
models, a rear parking monitor 
and Intelligent Parking Assist 
(IPA). 

The current Prius mirrors the 
first generation model’s 
technique of being able to run 
on its petrol engine and then 
switch to exclusively electric 
operation when conditions are 
favourable. Toyota’s Hybrid 
Synergy Drive offers impressive 
emissions and strong fuel 
economy performance for a car 
that now competes in the 
Avensis-sized Mondeo sector. 
Sometimes the Prius’s silent 
running takes a little getting 
used to, but under many high- 
density traffic situations, this 
car offers totally emissions-free 
motoring. 

A more powerful 50-kilowatt 
motor that operates at higher 
voltages offers 50 per cent more 
electric power than the Mkl 
Prius, while sleek aerodynamics 


and an efficient petrol engine 
mean the car will accelerate to 
60mph in less than 11 seconds, 
peak power being rated at 
113bhp. 

That’s comparable with a 
number of leading diesel cars, 
but fuel economy is far in excess 
of what even the most 
parsimonious medium-range 
diesel can manage, the latest 
Prius bettering 56mpg in town. 
Carbon dioxide emissions are 
rated in the lowest possible 
banding and the Prius is exempt 
from London’s congestion 
charge. 

Much of the same could be said 
about its predecessor, but during 
its six-year life, Toyota shifted 
only 110,000 worldwide - a 
number which represents an 
average UK annual sales figure 
for the Ford Focus. The Mk2 
Prius is proving to be far more 
successful - to the point where 
for most of the model’s UK sales 
life thus far, demand has far 
exceeded supply. 

Buyers have responded well to 


the sharky coupe-like styling and 
a neat front end. Yes, the wheels 
still look a little too small, but 
the shape will no longer mark 
you down as some sort of 
bearded eco-warrior. With split 
folding rear seats and a 
hatchback it’s even agreeably 
practical, the body boasting a 
drag coefficient of 0.26. 

The Prius is the first car to 
feature a fully electronic ‘brake 
by wire’ system. Mercedes had 
dabbled with this set-up but 
Toyota offer a more 
sophisticated arrangement that 
allows for the brakes to recharge 
the battery packs under braking. 
Customers have been 
traditionally wary of these 
techniques, preferring to squirt 
some goo up a pipe instead, all 
the while conveniently ignoring 
the fact that their steering is 
probably electronically 
controlled. Kudos to Toyota for 
sticking its neck out and offering 
a system that may some day find 
its way into all cars. 

The innovation doesn’t stop 


there. As well as a push-button 
ignition system, the Prius also 
features a by-wire gearshift 
system that dispenses with the 
traditional floor-mounted gear 
lever. Instead it opts for a 
dashboard-mounted joystick that 
drivers tap back and forth to 
shuttle through the gears. It’s 
easy to operate, looks funky and 
frees up a little more space 
inside the car. 

A novel electrically operated air 
conditioning system also 
debuted in this Prius. Unlike 
conventional set-ups that draw 
their power from the engine’s 
fan belt, this system can provide 
an uninterrupted supply of 
chilled air, even when the petrol 
engine has shut down in favour 
of the electric motor. 

You can see why this second 
generation Prius has proved so 
popular - big, nicely styled, 
better built and more fun to 
drive than its Mkl predecessor. 

It also sweetens the deal by being 
more economical, more practical 
and cleaner to boot. At prices 
running from £17,782, it’s not 
cheap - but then, cutting-edge 
technology never is. 

Still, the recent minor 
improvements should keep the 
order books ticking over while 
the opposition belatedly catch 
up. For the time being this is still 
the benchmark if you’re looking 
for a hybrid-powered car. 
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NONSENSE - JUST THE BIGGEST SAVINGS YOU’ll 


Sale Extended due to phenomenal sucess 
Now must end 1st June 


your PS? 
TAHSPi? 


|B ART- 


► 

C-Max 

WAS NOW 

SAVE 

1 04/54 

C-Max 5Dr Hatch 1.8i Zetec 125 PS Jeans 48,503 miles. 

....£6,699 

£6,299 

£400 

1 06/06 

C-Max 5Dr Hatch 1.8 Tdci Ghia Moondust Silver 21,000 miles. 

..£10,299 

£9,499 

£800 

1 07/57 

C-Max 5Dr Hatch 1.8i Style 125 PS Moondust Silver 3,024 miles. 

..£11,999 

£10,499 

£1,500 


Fiesta 




02/02 

Fiesta 3Dr Hatch 1,6i Freestyle Moondust Silver 43,509 miles. 

...£3,699 

£3,399 

£300 

03/03 

Fiesta 5Dr Hatch 1,25i Finesse Colorado Red 27,056 miles. 

...£4,999 

£4,499 

£500 

06/06 

Fiesta 5Dr Hatch 1,4i Style Tango Red 16,467 miles. 

...£6,499 

£6,199 

£300 

06/06 

Fiesta 3Dr Hatch 1,25i Zetec Climate 75 PS Tango Red 13,501 miles 

...£6,799 

£6,499 

£300 

07/07 

Fiesta 3Dr Hatch 1.25i Style Climate Jeans 23,734 miles. 

...£6,999 

£6,699 

£300 

05/05 

Fiesta 5Dr Hatch 1,6i Ghia Colorado Red 9,604 miles. 

...£7,299 

£6,999 

£300 

06/56 

Fiesta 5Dr Hatch 1,4i Zetec Climate ASM Amethyst 3,647 miles. 

...£7,799 

£7,499 

£300 

07/07 

Fiesta 5Dr Hatch 1,25i Freedom Climate Moondust Silver 3,987 miles ..£8,499 

£7,599 

£900 

06/56 

Fiesta 3Dr Hatch 1.4 Tdci Zetec Climate Tonic Lt Blue 5,615 miles... 

....£8,999 

£7,999 

£1,000 

07/07 

Fiesta 3Dr Hatch 1.4 Tdci Silver Amethyst 9,397 miles. 

....£8,999 

£8,299 

£700 

07/57 

Fiesta 5Dr Hatch 1.4i Ghia Tango Red 10,237 miles. 

....£8,999 

£8,799 

£200 

06/56 

Fiesta 5Dr Hatch 1.4 Tdci Ghia 68 PS Tango Red 7,779 miles. 

....£9,699 

£9,199 

£500 

07/07 

Fiesta 3Dr Hatch 1.6 Tdci Zetec S 90 PS Colorado Red 5,722 miles...£11,499 

£10,399 

£1,100 


Focus 




02/02 

Focus 4Dr Saloon 2.0i Ghia State Blue 67,912 miles. 

...£4,499 

£3,999 

£500 

02/02 

Focus 5Dr Estate 2.0i Ghia Auto Moondust Silver 53,360 miles. 

...£5,499 

£4,999 

£500 

04/04 

Focus 5Dr Hatch 1.8i LX Ink Blue 42,107 miles. 

...£5,999 

£5,499 

£500 

05/54 

Focus 5Dr Hatch 1.6i Zetec Climate 100 PS Ink Blue 26,523 miles.... 

...£7,999 

£6,499 

£1,500 

05/05 

Focus 5Dr Hatch 1,4i Sport Aquarius Blue 32,556 miles. 

...£6,999 

£6,599 

£400 

03/03 

Focus 3Dr Hatch 2.0i ST 170 Magnum Grey 35,251 miles 

...£6,999 

£6,699 

£300 

05/05 

Focus 3Dr Hatch 1.6i Zetec Climate Machine Silver 18,818 miles. 

...£7,999 

£7,499 

£500 

04/54 

Focus 5Dr Hatch 1.6i Ghia Magnum Grey 25,563 miles. 

...£7,999 

£7,499 

£500 

07/56 

Focus 5Dr Hatch 1,4i LX Tonic Lt Blue 14,364 miles. 

...£8,299 

£7,599 

£700 

04/04 

Focus 5Dr Hatch 2.0i ST 170 Panther Black 38,839 miles. 

...£8,499 

£7,699 

£800 

05/05 

Focus 5Dr Hatch 1.6i Ghia 115 PS Tonic Lt Blue 22,379 miles. 

...£8,499 

£7,999 

£500 

07/07 

Focus 5Dr Hatch 1.6i LX 100 PS Ocean Blue 12,492 miles. 

...£8,999 

£7,999 

£1,000 

07/56 

Focus 5Dr Hatch 1.6i Sport 100 PS Ocean Blue 12,842 miles. 

...£8,999 

£7,999 

£1,000 

05/05 

Focus 5Dr Hatch 1,6i Zetec Climate Aquarius Blue 6,945 miles. 

...£8,499 

£8,099 

£400 

06/55 

Focus 5Dr Estate 1.6i Zetec Auto Climate Moondust Silver 6,110 miles.£9,999 

£8,499 

£1,500 


► Focus 


WAS NOW SAVE 


'3 

mu 

06/56 Focus 5Dr Hatch 1.8 Tdci LX 115 PS Tonic Lt Blue 17,114 miles.£9,499 £8,599 

07/07 Focus 5Dr Hatch 1.8i SportS Tango Red 6,302 miles.£9,999 £9,199 

06/56 Focus 5Dr Estate 2.0 Tdci Ghia 136 PS Sea Grey 45,087 miles.£10,499 £9,999 

07/56 Focus 5Dr Hatch 2.0i Ghia Auto Ocean Blue13,255 miles.£10,499 £9,999 

07/07 Focus 5Dr Hatch 1.8 Tdci Zetec Climate Tonic Lt Blue 10,202 miles ...£11,499 £10,699 

06/56 Focus 5Dr Hatch 2.0 Tdci Titanium 135 PS Ocean Blue 18,134 miles..£12,299 £11,699 

07/07 Focus 3Dr Hatch 2.5i ST-3 225 PS Frozen White 20,001 miles.£15,699 £14,399 

05/54 Fusion 2 5Dr Hatch 1,4i Oyster Silver 20,891 miles.£6,299 £6,099 

05/05 Fusion 3 5Dr Hatch 1.6i Auto Honour Green 18,544 miles.£7,499 £6,999 

06/06 Fusion 5Dr Hatch 1.6i Zetec Climate Jeans 14,941 miles.£7,999 £6,999 

06/55 Fusion 5Dr Hatch 1,6i Plus Panther Black 7,287 miles.£8,299 £7,999 

07/57 Fusion 5Dr Hatch 1,4i Zetec Climate Moondust Silver Delivery Miles.£9,499 £8,499 

07/07 Fusion 5Dr Hatch 1.6i Zetec Auto Climate Panther Black 4,228 miles ...£8,999 £8,699 

07/07 Fusion 5Dr Hatch 1.4 Tdci Style Climate Ocean Blue 5,701 miles.£9,499 £8,999 

02/02 Galaxy 5Dr7st 1.9 Tdi Zetec Silver 64,656 miles.£7,999 £7,699 

07/56 Galaxy 5Dr 7st 1.8 Tdci Zetec 125 PS Panther Black 6,708 miles.£16,999 £15,499 

02/02 Ka 3Dr Hatch 1,3i Style Moondust Silver 21,826 miles.£3,999 £3,699 

06/06 Ka 3Dr Hatch 1,3i Collection Amethyst 17,841 miles.£4,999 £4,699 

05/05 Ka 3Dr Hatch 1,3i Sublime Machine Silver 21,489 miles.£5,999 £5,399 

05/55 Ka 3Dr Hatch 1.3i Design Sublime Green 13,307 miles.£5,699 £5,499 

07/57 Ka 3Dr Hatch 1,3i Style Climate Tango Red Delivery Miles.£5,699 £5,599 

04/04 Ka Streetka 2Dr 1,6i Luxury Street Silver 21,708 miles.£6,499 £5,999 

07/07 Ka 3Dr Hatch 1,3i Zetec Climate Moondust Silver4,826 miles.£6,699 £6,399 

01/Y Mondeo 5Dr Hatch 2.0i Zetec State Blue 40,688 miles.£4,299 £3,999 

04/53 Mondeo 5Dr Hatch 2.0i LX Octane Blue 51,155 miles.£5,299 £4,999 

03/03 Mondeo 5Dr Hatch 2.0i Ghia Machine Silver 43,899 miles.£5,799 £5,399 

05/05 Mondeo 5Dr Hatch 1,8i LX Platinum 30,698 miles.£6,999 £6,499 

05/55 Mondeo 5Dr Hatch 1.8i Zetec Colorado Red 35,319 miles.£7,499 £6,599 

04/54 Mondeo 5Dr Hatch 2.0 Tdci Ghia 130 PS Tonic Lt Blue 42,053 miles ...£7,999 £7,499 
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06/06 Mondeo 4Dr Saloon 3.0i Ghia X Machine Silver 16,358 miles.£10,999 £9,999 

05/54 Mondeo 5Dr Estate 2.2 Tdci Titanium X155 PS Sea Grey 36,839 miles£10,999 £9,999 

06/56 Mondeo 5Dr Estate 2.0i Ghia Tonic Lt Blue 7,698 miles.£10,999 £10,499 

07/07 Mondeo 5Dr Hatch 2.0 Tdci Edge 140 PS Sea Grey 5,603 miles.£14,999 £13,999 

06/56 S-Max 5Dr 7st 1.8 Tdci Zetec 125 PS Ink Blue 8,769 miles.£17,499 £15,999 

07/07 S-Max 5Dr 7st 1.8 Tdci Titanium 125 PS White Grape 3,692 miles.£17,999 £16,999 

03/52 Vauxhall Corsa 5Dr Hatch 1,0i Active E12V Silver 59,276 miles.£3,999 £3,599 

04/04 Rover 45 4Dr Saloon 1,8i Club Auto Ash Grey 23386 miles.£4,299 £3,999 

03/03 Peugeot 206 5Dr Hatch 1.4i LX Silver 17,787 miles.£5,499 £4,499 

04/54 Rover 45 5Dr Hatch 1.6 Club SE Bergundy 38,442 miles.£5,299 £4,799 

06/06 Lancer 4Dr Saloon 1.6i Equippe Deep Blue 19,437 miles.£6,999 £5,099 

03/53 Peugeot3075DrHatch 1.6iSSilver28362miles.£5,999 £5,699 

05/05 Renault Clio 3Dr Hatch 1.216V Dynamique Tango Red 10,863 miles....£5,999 £5,699 

04/54 Peugeot 307 5Dr Hatch 1,6i S Electric Blue 22913 miles.£6,499 £6,199 

06/06 Suzuki Swift Hatch 1.3 GL3Dr Blue 11,481 miles.£6,699 £6,199 

06/06 SmartForTwo2DrCoupe700Grandstyle DkGrn/Silver 8,413 miles....£7,299 £6,499 

06/06 VW Polo 3Dr Hatch 1.2i S 55 Blue 21.460 miles.£6,999 £6,699 

05/05 Vauxhall Zafira Estate 2.0 DTi Life 5dr Black40792 miles.£6,999 £6,699 

03/03 Saab 9-5 4Dr Saloon 2.3 Aero Blue 34948 miles.£6,999 £6,799 

05/55 Vauxhall Meriva 5Dr 7st 1,7Cdti Breeze Silver 22,321 miles.£7,499 £6,999 

04/53 Hyundai Coupe 2.7 V63dr Silver 35,897 miles.£7,799 £7,299 

02/02 Jaguar X-type Saloon 2.0V6 SE 4dr Auto Blue 42,225 miles.£7,999 £7,299 

05/05 Mazda6 5Dr Hatch 1.8i TS Silver 37,004 miles.£7,999 £7,499 

03/53 BMW 320i 4Dr Saloon 2.2i SE Blue 62,606 miles.£8,699 £8,199 

06/56 Seat Ibiza3Dr Hatch 1.8 FRT Red 15,973 miles.£9,499 £8,999 

05/05 Mazda MX-51,8i Icon Orange 21,380 miles.£9,999 £8,999 

02/52 Mini Cooper S3Dr Hatch 1.6i Blue 19,978 miles.£9,499 £8,999 

04/54 Land Rover Freelander 1.8 HSE Station Wagon Grey 21,777 miles.£9,999 £9,499 

04/54 Peugeot 307 2Dr Coupe Cabriolet 2.0 Blue 15,546 miles.£10,299 £9,599 

This is just a small selection of our current stock. 

Please visit the web site to view the full range of used vehicles. 
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CALL FREE ON 

STORTFORD STANSTED ROAD 

0800 840 0970 

HARLOW EDINBURGH WAY 

0800 954 8513 

ERRING HIGH STREET 

0800 954 8517 



enquiries@gates.co.uk 


Branches at: Letchworth • Stevenage • Hertford • Waltham Cross • Dunmow gates.CO.uk 


‘Subject to status - terms and conditions apply. Prices and stock correct at time of going to press. Terms and conditions apply. Licensed credit brokers. Written quotations on request. Subject to Status. Pictures for illustration purposes only. Retail Sales only. Subject to availability. 
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NEW KA 3dr 
1.3 Zetec Climate 

• Air conditioning 

• ‘Quickclear’ heated windscreen 

• 14” Alloy wheels 

• Power heated door mirrors 


RRP £8,785 

B&W 



£709 DEPOSIT 


£119 PER MONTH 

^ Finance example for Ka Zetec Climate 1.3 3dr: OTR Price £5,995.00; Deposit 
^ £799.00; Amount of Credit £5,196.00; Total Charge for Credit £398.84+ Balance 

_ ~ Payable Including Final Payment £5,594.84; Total Amount Payable £6,393.84; 

FARR 24 Monthly Payments of £119.41; Followed by Optional Final Purchase Payment 
(Guaranteed Minimum Future Value) £2,719.00 


Bluetooth 
Technology pack 
16" 7-spoke sport alloy wheels 
Air conditioning 


£456 DEPOSIT 


4.9 


% 


£195 PER MONTH 

Finance example for Fiesta Zetec Blue 1.25 3dr: OTR Price £8,495.00; Deposit 
£456.00; Amount of Credit £8,039.00; Total Charge for Credit £599.00+; Balance 
Payable Including Final Payment £8,638.00; Total Amount Payable £9,094.00; 
24 Monthly Payments of £195.00; Followed by Optional Final Purchase Payment 
(Guaranteed Minimum Future Value) £3,948.00 



NEW FIESTA 3dr RRP £9 ’ 996 
1.25 Style Climate B&W IsHT 


• Air conditioning 

• ‘Quickclear’ heated windscreen 

• Remote central double locking 

• Power heated door mirrors 


£1,249 DEPOSIT 




• Metallic paint 

• Air conditioning 

• 15” 6x2 spoke alloy wheels 

• ‘Quickclear’ heated windscreen 


£1,429 DEPOSIT 



NEW FOCUS 5dr 
1.6 Zetec 

• Metallic paint 

• 16 " 5 spoke alloy wheels 

• Sports suspension 

• ‘Quickclear’ heated windscreen 


RRP £15,860 


B&W PRICE 

i£12,995 


£1,499 DEPOSIT 


£259 PER MONTH 


NEW FOCUS 5dr 
1.8 TDCi style 

• Metallic paint 

• Air conditioning 

• 16" 5 spoke designer wheels 

• Electronic stability programme 


£2,249 DEPOSIT 


RRP £16,341 

B&W 5= 



£249 PER MONTH 



NEW C-MAX 5dr 
I.Si Zetec 

• Metallic paint 

• Privacy glass 

• Air conditioning 

• 'Quickclear' heated front screen 


£299 PER MONTH 


t Includes purchase fee of £10. Vehicles shown for illustration purposes. These offers supercede all previous offers. All offers apply to retail sales only, terms & conditions apply. Subject to availability. Vehicles 
must be registered and paid for by May 31st 2008. Licensed credit brokers, written quotations on request, subject to status. Gates new car prices featured includes 6 months road fund licence. Official fuel consumption 
in mpg (1/1 00km) for the Ford petrol range shown are: Urban 33.6-20.2(8.4-14.0), extra urban 57.6-36.2(4.9-7.8), combined 45.6-28.0(6.2-10.1). Official 002 emission figures range from 147-242 g/km. 



CALL FREE ON 

HARLOW EDINBURGH WAY 

0800 954 0835 

EPPING HIGH STREET 

0800 954 0836 

STORTFORD STANSTED ROAD 

0800 954 0837 



enquiries@gates.co.uk 


Branches also at: Letchworth • Waltham Cross • Stevenage • Hertford • Dunmow 


gates.co.uk 
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e-mail: star@hertsessexnews.co.uk 


www. genevamotors .co.uk 


MILL CARS'”™ 

Station Approach, Harlow Mill, Harlow, Essex. CM20 2EL 403 I 



MERCEDES SL350 AUTO CONV, gold, Ith, alloys.£32,! 

GALAXY 1.9 ZETEC TDi AUTO, 7 seats, blue, a/c, alloys £7,! 
DISCOVERY 3 TDV6 AUTO, metallic blue, leather, alloys £29,! 
CROSSFIRE CONVERTIBLE 3.2 AUTO, yellow, alloys, a/c .£14,! 
FORD KA ‘COLLECTION’, silver, 5-spd, PAS,alloys, e/w ... £4, 
PEUGEOT 307 CABRIOLET, met black, Ith, alloys, climate .. £8,! 

MINI COOPER S , met blue, 5-spd, alloys, e/w, r/c/l.£8,' 

PEUGEOT 206 1.4 ZEST , 3-dr, met blue, onlyl 3k. £4,' 

SCENIC 1.9 DC! PRIV, silver, half Ith, alloys, CD, a/c. £6/ 

MEGANE 1.6 DYN AUTO CONVERTIBLE, gold, elec roof ... £9, 

CLIO 182 SPORT, 3-dr, silver, climate, alloys, leather. £6; 

MEGANE 2.0 DYN CONVERTIBLE, black, red Ith, a/c.£7, 

VW GOLF 2.0 GT DTi, 5-dr, black, 6-spd, alloys, CD, climate £6, 

BMW 318 Ci AUTO CONVERTIBLE, grey, Ith, alloys.£13, 

MONDEO 2.0 ZETEC TDCi, 5-dr, silver, 6-spd, climate. £4, 

MEGANE 1.6 AUTH, 5-dr, blue, 5-spd, e/w, r/c/l. £3, 

FUSION 2 1.6, 5-dr, silver, 5-spd, alloys, a/c, CD, e/w. £3, 

RANGE ROVER VOGUE TD6, met green, leather, nav. . £17, 

FIESTA 1.6 ZETEC, 3-dr, silver, 5spd, air con, alloys, e/w.. £3, 

FOCUS 2.0i GHIA, 5-dr, black, 6CD, alloys, climate, e/w, r/c/l £3, 
PRIMERA 2.0 SVE, 5-dr, grey, 6-spd, Sat nav, reverse cam £4, 

CORSA 1.2 GLS , 3-door, silver, 5-speed,PAS, r/c/c- £3, 

MONDEO 2.0 ZETEC, 4-door, a/c, 5-spd, e/w, superb, r/c/l .. £3, 
LEXUS LS430 AUTO, met blue, Ith, nav. .WAS £13,995 NOW £11, 

MONDEO 1.8 LX, 5-door, silver, a/c, 5-spd, alloys, e/w.£3, 

ESPACE 2.0 ‘EXP’ AUTO, 7-seater, silver, a/c, alloys, r/c/l ... £4, 

MINI ONE, silver, 5-spd, alloys, r/c/l, e/windows. £6, 

MINI COOPER, silver, 5-spd, alloys, sunroof, leather, e/w ... .£6, 

FORD FIESTA 1.6 GHIA, 5-door, a/c, e/w, alloys.£4, 

CLIO 1.5 EXTREME DCi, 3-door, black, 5-spd, e/w.£3, 

MINI COOPER, white yellow, 5-spd, alloys, e/w, r/c/l.£5, 

MERCEDES C200K AVANTGARDE AUTO, met blue, a/c ... .£6, 

SCENIC RX4 Fi DJi, black, 5-spd, alloys, CD, air con. £5, 

FOCUS 2.0 ZETEC ESTATE, silver, 5-speed, a/c, alloys.£3, 

MERCEDES S320 CDi, silver, nav, Ith, alloys, climate. £9,! 

CLIO 1.2 EXTREME, met blue, 5-spd, e/w, r/c/l. £2,! 

PEUGEOT 1.4 206 LX, 5-dr, silver, 5-spd, alloys, CD, a/c, e/w£3,! 
FREELANDER 1.8 ES, 5-dr, silver, 5-spd, Ith, air con, e/w. £4,1 
VW GOLF 1.6 S AUTO, 5-door, black, e/w, r/c/l, superb.£3,! 


,995 

,995 

,295 


,995 

,995 

,995 

,495 


,495 

,450 



2000 X AUDI TT 1.8 T 
Quattro, 2-door, manual, 
roadster, petrol, metallic 
green, ABS, adjustable 
seats, adjustable steering 
column/wheel, alloy wheels, 
climate control.... £8,995 



1997 P FIAT Coupe 20V 
Turbo, 2-door, manual, 
coupe, petrol, metallic blue, 
5-spd, adjustable seat 
height, adjustable steering 
column, adjustable steering 

wheel. 

Was £3,995 Now £3,250 
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SUZUKI JIMNY CONV, alloys, e/w, c/I, met/red and silver, 28k£3,695 
PEUGEOT 307 RAPIER HDi, 5-door, orange, a/c, alloys .... £4,995 

VW BEETLE 1.8 T AUTO, electric blue, leather a/c.£6,995 

AUDI A3 1.6 SE 5-DR, met ice blue, 5-spd, cliM, CD. £6^50 £4,995 

YARIS 1.0 GLS, 3-dr, met blue, 5-spd, a/c, e/win, r/c/l.£3,995 

MONDEO 1.8 LX, 5-dr, red, 5-spd, r/c/l, e/w. £2,995 

NAVARA 2.5 TD PICK UP TWIN CAB, met blue, steps, a/c £5,995 
CLIO 1.2 16V DYN , 3-door, met blue, 5-speed, alloys, s/roof £3,995 
BMW 320 DIESEL SE , 4-dr, silver, 5-sp, climate, alloys, e/w .£4,995 
FREELANDER 1.8 GS , 5-dr, grey, r/c/l, 5-spd, s/bars, e/w .. £3,995 

ROVER 25 1.4 IMPRESSION, fully skirted, alloys.£2,495 

PEUGEOT 206 1.1 LX, 3-door, silver, e/w, low insurance .... £3,695 
PEUGEOT 406 COUPE 2.0 AUTO, light met blue, alloys, 6CD£3,995 
MERCEDES E240 2.6 CLASSIC, anthracite, alloys £5,095 £4,995 
PEUGEOT 406 1.8 RAPIER ESTATE, red, 5-spd, climate, CD£1,995 

MGF 1.8 CONVERTIBLE, metallic blue, 5-spd, alloys.£3,995 

ROVER 75 1.8 CLASSIC SE, met green, 5-spd, r/c/l, e/w .. £2,295 

AUDITT CONV. 180 BHP, fsh, alloys, a/c, 5-spd.£8,995 

ALFA 156 2.0 TS, 5 spd, tip, leather, CD, a/c.£1,995 

MONDEO ST24, met red, 5-spd, Ith, 6 CD, air con, alloys.£2,495 

KIA SPORTAGE 4X4 2.0 SX, metallic blue, 5 spd, alloys, e/w £2,295 
MEGANE 1.6 COUPE SPT ALIZE, met gr, spoiler, s/r, alloys £1,995 
FREELANDER 1.8i, 5-dr, met green, 5-spd, a/c, e/w, r/c/l . £2,995 

SAAB 9-3 SE TURBO CONV AUTO, met blue, Ith, e/hood . . £4,995 

CLIO 1.6 RXE AUTO, 5-door, met green, e/w, c/I, e/roof.£2,695 

PEUGEOT 106 1.1 ZEST 2, 3-door, blue, 5-spd, low ins.£1,295 

VW GOLF 2.0 AVANTGARDE AUTO CONV., met blue, alloys£3,495 
HYUNDAI COUPE 1.3E, white, 5-spd, rear spoiler, low tax ... .£1,495 

VITARA 1.6 JX SOFT TOP, white, big arches, alloys.£2,495 

PUMA 1.7 COUPE, met green, 5-spd, alloys, e/w, r/c/l .£2,495 

BMW 3181 S COUPE, red, 5-spd, alloys, c/I, e/w.£2,495 

FRONTERA 2.2, 5-dr, met blue, 5-spd, steps, alloys, 6 cd .. £2,095 

FIAT 2.0 TURBO COUPE 20V, purple, 5-spd, alloys, e/w ... . £3,995 
BMW 316i COUPE AUTO, metallic blue, leather, alloys, s/r £2,195 
ALFA SPIDER 2.0 CONVERTIBLE, red, 5-spd, leather, alloys£3,995 

MONDEO 1.8 VERONA, alloys, PX to clear.£495 

LEXUS LS400 AUTO, met blue, leather, e/roof, e/w, cruise .. £2,995 
CORSA 1.4 GLS AUTO - 5-dr, metallic blue, low insurance .. £1,295 
NISSAN 100NX TARGA TOP COUPE, red, 5-spd, c/I, e/w ... £1,495 
BMW 316i SE, 4-door, metallic green, 5-speed, e/windows .. . .£995 
VITARA 1.6, 3-door, jade metallic, PAS, alloys, e/windows . . . £995 




2005 05 MERCEDES-BENZ SL350 SEq 
Convertible, 2 doors, automatic, 
convertible, petrol, silver, ABS, 
adjustable seats, adjustable steering 
columnj/wheel, alloys, climate control . 
.£32,995 




2004 04 RENAULT CLIO 2.0 16v 
Renaultsort 182, 3 doors, manual, 
hatch, petrol, silver, adjustable seats, 
adjustable steering column/wheel, 
alloys, climate computer .£6,995 




2004 04 MINI COOPER S 1.6 182, 3 

doors, manual, hatchback, petrol, 
metallic blue, ABS, adjustable seats, 
adjustable steering column/wheel, 
alloys, driver airbag .£8,995 



2005 05 CHRYSLER CROSSFIRE 3.2 V6, 

2 doors, automatic,roadster, petrol, 
14,000 miles, yellow, ABS, adjustable 
steering column wheel, air con, alloys.. 

. £14,995 



2000 X AUDI TT 1.8 T QUATTRO, 2 doors, 
manual, roadster, petrol, metallic 
green, ABS, adjustable seats, 
adjustable steering oolumn/wheel, 
alloys, climate control .£8,995 



2002 52 MINI COOPER 1.6, 3 doors, 
manual, hatchback, petrol, yellow, 
ABS, adjustable seats, adjustable 
steering column/wheel, alloy wheels, 
driver airbag, electrics .£5,995 



FORD Puma 1.71 16V, 3 doors, 
manual, coupe, petrol, green, 5-spd, 
adjustable seat height, adjustable 
steering column, adjustable steering 
wheel.£2,495 



2002 02 LAND ROVER Freelander 1.8 ES 
Station Wagon, 5 doors, manual, station 
wagon, petrol, 61,000 miles, metallic silver, 
ABS, adjustable steering column/wheel, air 
conditioning, alloys.£4,695 



2002 52 MINI COOPER 1.6, 3 doors, 
manual, hatchback, petrol, silver, ABS, 
adjustable seats, adjustable steering 
column/wheel, alloy wheels, driver 
airbag, electrics .£6,995 



2002 02 VOLKSWAGEN Golf 1.6 S, 5 doors, 
automatic, hatchback, petrol, black, ABS, 
adjustable seats, adjustable steering 
column/wheel, central locking, computer. 

.Was £4,995 Now £3,995 



2003 53 FORD FIESTA 1.6 ZETEC 3 

doors, manual, hatchback, petrol, silver, 
adjustable seats, adjustable steering 
column/wheel, air con, alloys .. £3,995 



2002 52 MINI ONE 1.6, 3 doors, manual, 
hatchback, petrol, silver, ABS, 
adjustable steering column/wheel, alloy 
wheels, driver airbag, electrics .£6,995 



2003 03 LEXUS LS 4.33 V8,4 doors, auto 
saloon, petrol, metallic blue, aBS, 
adjustable steering column/wheel, air 
con, alloys, c/locking. £11,995 





2002 02 MERCEDES-BENZ S CLASS 
S320 CDi Auto, 4 doors, sat nav, saloon, 
diesel, metallic silver, ABS, adjustable 
steering column/wheel, alloy wheels, 
central locking, climate control.... £9,995 



2002 52 RENAULT CLIO 1.5 DCi 65 
EXTREME, 3 doors, manual, hatchback, 
diesel, black, ABS, adjustable seats, 
adjustable steering column/wheel, 
alloys, c/locking.£3,995 



2002 52 MERCEDES-BENZ C200K | 
AVANTGARDE, 4 doors, auto saloon, 
petrol, blue, ABS, adjustable seats, 
adjustable steering column/wheel I 
c/locking, climate . £6,995 I 



2002 52 FORD FIESTA 1.6 GHIA, 5 doors, 
manual, hatchback, petrol, 38,000 
miles, silver, ABS, adjustable seats, 
adjustable steering column/wheel, air 
con, alloys . £4,995 



2002 02 RENAULT CLIO 1.2 16v 
EXTREME, 3 doors, manual, hatchback, 
petrol, metallic blue, ABS, adjustable 
seats, adjustable steering column 
/wheel, alloys, c/locking. £2,995 
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PR 


ABLY 


THE BEST NEW CAR DEALS AROUND... 


0% APR 


(TYPICAL) Finance available on selected brand new models 

DEPOSIT 

CONTRIBUTION 


available on selected brand new models 


FREE SERVICING 

available on selected brand new models 

UPGRADE 
WORTH £1100 


available on selected brand new models 



NISSAN MICRA 

WITH DELIVERY MILEAGE ONLY 


NEW 08 REG NISSAN QASHQAI 


FROM 

ONLY 

£ 

6495 

Save 

£2300 

3 YEARS 0% APR TYPICAL FINANCEt 

ON SELECTED BRAND NEW MODELS 


112895 


& 


UNDER £189 PER MONTH 
5.9% APR TYPICAL 



NEW 08 REG NISSAN NAVARA 

LONG WAY DOWN 2.5 dCi 1 71 FROM £16,795 +VAT 


NEW 08 REG NISSAN X-TRAIL 


112995 SM7995 



3 YEARS 0% APR™™. UNDER £179 PER MONTH 

ON SELECTED BRAND NEW MODELS I 5.9% APR TYPICAL 


Book a test drive today 

GlynHopkin.com 

BISHOP’S STORTFORD.01279 712020 

BUCKHURST HILL .020 8506 6291 

ST. ALBANS .01 727 81 8022 

WALTHAM ABBEY .01 992 809899 


Ask About I Ask About 

Servicing from only £59 > l FREE MOT’S for life 


Branches also at: Chelmsford, Colchester, Leyton, Romford, Watford, Ipswich & Milton Keynes 
OPEN 7 DAYS Monday ■ Friday 8.30am to 6.00pm. Saturday 8.30am to 6.00pm. 

Sunday 10.00am to 5.00pm. (Leyton 11.00am to 5.00pm) OPEN BANK HOLIDAY MONDAY 10am to 5pm 


e Motability 


UP TO 2500 USED CARS 

ALL MAKES. ALL MODELS. ALL ON-LINE! 



SHIFT_expectations 


X-TRAIL Range C02 190-230g/km - URBAN 21.7-32.5mpg/8.7-13.0L/100km - EXTRA URBAN 36.7-45.6mpg/7.7-6.2L/100km - COMBINED 29.4-39.8mpg/7.1-9.6L/100km 

‘Finance is available subject to status on eligible new vehicles registered in the UK to persons aged 18 or over. Guarantees and Indemnities may be required. RCI Financial Services Limited, PO Box 495, Watford WD171FJ. Models subject to availability. All prices include £50 
first registration fee and road fund licence. A Subject to terms. >Based on 4 cyclinder petrol vehicles over 3 years old. Model shots shown are for illustration purposes only. Information correct at time of going to press. Refer to dealer for exact specification. 

This advert supersedes any previously advertised offers. Calls may be montiored to ensure quality of service. 


0% A PR' TYPICAL 

with NO DEPOSIT 

available on selected brand new Fiats 

- PAY 2009 

available on selected brand new Fiats 

FREE FUEL 

available on selected brand new Fiats 

UNLIMITED 
MILEAGE WARRANTY 


available on selected brand new Fiats 


available on selected brand new Fiats 


available on selected brand new Fiats 


available on selected brand new Fiats 



Fiat 


CO 2 119g/km 


NEW 08 REG; Fiat Pandas 

with delivery mileage only 


17900 A 15995 


C0 2 114g/km 


Save 

£1375 


UNDER £146 per month 
9.9% APR TYPICALf 


3 YEARS 0% APR TYPICALFINANCEt 
& NO DEPOSIToN SELECTED BRAND NEW PANDAS 








F* 

J " “ 


jj 


NEW 08 REG Grande Puntos 


with delivery mileage only 


CO 2 119g/km 


NEW 08 REG Bravo T-Jet 150 Active 

with delivery mileage only ncgmiFTjail 


1699511! 110295 


Save 

£3725 


3 YEARS 0 % APRTYPCALFNANCEt | UNDER £150 PER MONTH 

& NO DEPOSIToN SELECTED BRAND NEW GRANDES I 3-4%) APR TYPICAL ON SELECTED BRAND NEW BRAVOS 


Book a test drive today 


HH Motability 


GlynHopkin.com *>l 


UP TO 2500 USED CARS 

ALL MAKES. ALL MODELS. ALL ON-LINE! 


Bishop's Stortford 

01279 713099 

Buckhurst Hill 

020 8506 6949 

St. Albans 

01727 818439 

Romford 

020 8510 1227 

Chelmsford 

01245 454728 


Fiat’s average 
CO2 emissions 
are lower than 
any other car 
manufacturer 



OPEN 7 DAYS Monday - Friday 8.30am to 6.00pm. Saturday 8.30am to 6.00pm. 
Sunday 10.00am to 5.00pm. OPEN BANK HOLIDAY MONDAY 10am to 5pm 


you are, we car. 


Fuel consumption figures and emission for the Fiat 500: mpg(l/100km) Urban 53.3(5.3) - 34.4(8.2) Extra Urban 78.5(3.6) - 54.3(5.2) Combined 67.3(4.2) - 44.8(6.3) C02111-149g/km 
tFinance subject to status (Overl8’s only) Written quotations available on request, A guarantee may be required. Please note models portrayed are for illustration purposes only. 
>Source: cleangreencars.co.uk. Calls may be montiored to ensure quality of service. 
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PEUGEOT 



’08 REG CARS UPTO£l28l 


SPRING INTO A NEW PEUGEOT OFF LIST ONLY AT WATERS 


107 Urban Lite 1.0 3dr 

mrrp £7295 

Waters Price £6014 


36 MONTHLY PAYMENTS £ 128.90 

CUSTOMER DEPOSIT £99 

11.7% 

APR 

TYPICAL 

ONTHE ROAD PRICE £6014 

PASSPORT PRICET £6134 

OPTIONAL FINAL PAYMENTTO BUY £2791 A 

TOTALAMOUNTTO PAY INC. OPTIONAL 

FINAL PAYMENTTO BUY £7530.40 

AMOUNT FINANCED £5915 

MILES PERANNUM 6,000 

▼INCLUDING £120 COMPULSORY ROADSIDE ASSISTANCE. EXCESS MILEAGE CHARGE 4.04 PENCE PER MILE. 


• GROUP I INSURANCE • ELECTRIC POWERASSISTED STEERING • RADIO / CD PLAYER • SMART DRIVERAND PASSENGERAIRBAGS 


|||Motability 


You can get a great deal more down at your local Waters Peugeot dealership right 
now. More style, value and choice in a range that’s simply brilliant. For more on this 
limited offer, hurry to your local Waters Peugeot dealership. 

THE DRIVE OF YOUR LIFE 
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Waters 

Your BIG Peugeot Dealer 


Waters Peugeot Hatfield 

Comet Way, ALIO 9TF Tel: 0845 871 5013 

Waters Peugeot Hertford 

3-9 North Road, SG14 ILN Tel: 0845 871 4979 


Waters Peugeot Chingford 

I Lea Valley Road, Chingford, E4 7PX Tel: 0845 871 4982 

Waters Peugeot Stevenage 

Pound Avenue, SG I 3JB Tel: 0845 871 5056 


www. wate rs.co.uk 

:o Fri:9am - 7pm • Sat: 9am - 6pm • Sun: 10am - 4pm 


THE OFFICIAL FUEL CONSUMPTION FIGURES IN MPG (L/I00KM) AND C02 EMISSIONS (G/KM) FOR THE PEUGEOT 107 ARE: URBAN 24.8 (I 1.4), EXTRA URBAN 47.1 (6.0), COMBINED 35.8 (7.9), C02 109 (G/KM) 

f TYPICAL I 1.7% APR APPLIES TO SELECTED 107 MODELS. OFFERS SUBJECT TO STATUS. OVER I8S ONLY. A GUARANTEE MAY BE REQUIRED. WRITTEN QUOTATIONS AVAILABLE ON REQUEST FROM WATERS HEAD OFFICE: COMET WAY, HATFIELD, HERTFORDSHIRE, ALIO 9TF. A THIS PAYMENT DOES NOT HAVE TO BE 
MADE IF YOU CHOOSE TO HAND YOUR CAR BACK TO PEUGEOT. PRICES, OFFERS AND INFORMATION CORRECT AT TIME OF GOING TO PRESS. OFFERS APPLY TO VEHICLES ORDERED AND REGISTERED FROM 01/04/08 UNTIL SUCH POINT AS THEY MAY BE WITHDRAWN BY THE ABOVE DEALER AT ITS DISCRETION. 
OFFERS SUBJECT TO AVAILABILITY. ^PRICES QUOTED ARE ON THE ROAD AND INCLUDE DELIVERY TO DEALERSHIP, NUMBER PLATES, 12 MONTH'S GOVERNMENT VEHICLE EXCISE DUTY, FIRST REGISTRATION FEE WILL RISE FROM £50 TO £55 FOR ALL VEHICLES REGISTERED ON OR AFTER I APRIL 2008. MODELS 
SHOWN ARE FOR ILLUSTRATIVE PURPOSES ONLY. 


Whatever’s out there, take it on. 

’08 reg cars up to-£850 off list price. 



mazoa 



Dll-New Mazda2 1.3 TS 5dr £850 CUSTOMER SAVING' 




4 * 

4 


WATERS MRZDR CHINGFORD 

1 Lea Valley Road, Chingford - Sales Hotline: 0845 871 7097 


Model: Mozda2 TS 

5dr 

On the road pricef 
£7,999.00 

Customer Deposit 
£1,250.00 

Total Amount 

Payable 

£9,020.95 

Mileage per annum 
12,000 Excess 
mileage charge of 6 
pence per mile 

Finance via 

Mazda MultiOption 

36 Monthly 

Payments of 
f 129.00 

Total Charge for 
Credit (*inc. 

£10 Purchase Fee) 
£6749.00 

6MFV (Optional Final 
Payment) 

£3,133.30 

Typical 

6.9% RPR 


11 

ill: 

mm 


rffcMotability 



EXTREME TEMPTATION ■ NEW CARSAtWaTERS 


RENAULT CLIO EXTREME 1.2 16V 75HP. WITH £1428 DEPOSIT CONTRIBUTION. 


•1.2 16v 75hp • 6 airbags 

• CD player* Remote central locking 

• Electric front windows 

• ABS With EBD and brake assist 


47 monthly payments of 

£129 

Optional final paymentt 

£2,487 

On the road price 

£9,015 

Total amount payable 

£8,778 

Dealer deposit contributionEI ,428 

Total amount 
to be financed 

£7,587 

5.9% APR 

Typical 

Customer deposit 

£NIL 

Excess miles over 


First Payment* 

£228 

10,000 p.a 6p per mile 


#|Motability 


Waters Renault - Your BIG Renault Dealer 

Hatfield Comet Way Letchworth Works Road 

0845 871 4991 0845 871 4989 


Mon to Fri: 9am - 7pm • Sat: 9am - 6pm • Sun: 11am - 5pm 


Mon to Fri: 9am - 7pm • Sat: 9am - 6pm • Sun: 11 am - 5pm 



THE OFFICIAL FUEL CONSUMPTION FIGURES IN MPG (L/100KM) FOR THE CLIO 1.2 16V ARE: URBAN 37.2 (7.6), EXTRA URBAN 57.6 (4.9), COMBINED 47.9 (5.9). THE OFFICIAL CO 2 EMISSION FIGURE IS 139G/KM. 

All prices correct at time of going to press. Applicants must be over 18. Full details on request from Waters Head Office: Comet Way, Hatfield, Hertfordshire, ALIO 9TF. ‘First payment includes an acceptance fee of £99. fOptional final payment includes a credit facility fee of £139 and option to purchase fee of £10. Price includes delivery to dealer, 
number plates, 17.5% VAT, 12 months’ Government road fund licence and £50 first registration fee.You must be at least 18 and a UK resident (excluding the Channel Islands and the Isle of Man) to apply for finance. You will be liable to pay for any accidental damage to the vehicle or excess wear and tear, with regard to its age and mileage. All 
figures correct at time of going to press. This offer applies to vehicles ordered and registered by 31 st May 2008 and is available to private and small business customers only. Car shown with optional metallic paint an additional cost. 
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07 07 Reg Peugeot 307 1.4 X-Line 5dr 

With Air Conditioning, CD Player & Metallic Paint 


LOW payment r pr1CE | LOWRATE 

€&£? U748ol6 ; 9®/o 


47 monthly 
payments 

£99.99 

Cash price 

£7480 

Deposit 

£1432 

1 monthly 
payment 

£195 

Final payment 

£3334 

Total amount 
payable 

£8460.25 

Total charge 
for credit 

£980.65 

APR Typical 

6 . 9 % 

Mileage 
per annum 

10000 

Excess 

mileage charge 

14p/mile 


Finance rates to rival the banks! 




55 Reg Peugeot 

107 1.0 Urban 3dr 


E/Pack • CD • Multiple Airbags 


£4699 



05 Reg Renault 

Clio 1.2 16v Expression 5dr 


CD• Multi Airbags • E/Pack 


Was £6299 
Now: i 


£4999 



54 Reg Mazda 

Mazda3 1.6DTS2 5dr 


Alloys • E/Pack • Air Con • CD 


£7299 



05 Reg Peugeot 

206 1.1 S 5dr 


Air Con • CD • Sports Seats • E/Pack 


"£5299 




54 Reg Renault 

Megane 1.5 dCi 80 Dynamique 5dr 



CD • Alloys • Air Con • E/Pack j 

Was £7499 

r£6299 

Choice of 

425 

Vledium cars 


54 Reg Mazda 

MX-5 1.8i Sport 2dr Convertible 



We have fair deals on all our cars. It’s only fair. Here’s a small selection. See our website for further details! 


Small Cars 


55 to 07 Reg Peugeot 107/1007 - Choice of 15 

05 to 57 Reg Peugeot 206 - Choice of 60. 

03 to 57 Reg Renault Clio - Choice of 30. 

03 to 06 Reg Citroen C3 - Choice of 15. 

03 to 07 Reg Ford Fiesta - Choice of 20. 

51 to 07 Reg Ford Ka - Choice of 15. 

52 to 56 Reg Mini One/Cooper/S - Choice of 25 

52 to 56 Reg Nissan Micra - Choice of 10. 


MPVs 



Medium Cars 


54 to 07 Reg Mazda3 - Choice of 25 .. 

56 to 57 Reg Peugeot 207 - Choice of 35. 

02 to 57 Reg Peugeot 307 - Choice of 140. 

57 Reg Peugeot 308 - Choice of 40. 

03 to 57 Reg Renault Megane - Choice of 25.. 

04 to 07 Reg Citroen C4 - Choice of 10. 

03 to 07 Reg Ford Focus - Choice of 40. 

54 to 06 Reg Honda Civic - Choice of 10. 


Prestige Cars 




53 to 56 Reg Mazda6 - Choice of 5.. 

54 to 57 Reg Peugeot 407 - Choice of 50. 

55 to 56 Reg Peugeot 607 - Choice of 5. 

02 to 57 Reg Renault Laguna - Choice of 15.. 

54 to 06 Reg Citroen C5 - Choice of 10. 

X to 07 Reg Ford Mondeo - Choice of 25. 

04 to 56 Reg Honda Accord - Choice of 5. 

54 to 06 Reg Nissan Primera - Choice of 5. 


Sports & 4X4s 


06 to 07 Reg Peugeot 807 - Choice of 10. 

05 to 07 Reg Renault Modus - Choice of 10. 

54 to 57 Reg Renault Scenic - Choice of 15. 

05 to 56 Reg Renault Grand Scenic - Choice of 10.. 

54 to 07 Reg Citroen Picasso - Choice of 15. 

04 to 07 Reg Ford Focus C-Max - Choice of 10.£6,799 

04 to 57 Reg Ford Galaxy - Choice of 10.£6,299 

54 to 06 Reg Kia Sedona - Choice of 10.£7,299 


Waters l.0| 

www.waters.co.uk 


53 to 05 Reg Audi A4 - Choice of 5.£9,9 

53 to 55 Reg BMW 3 Series - Choice of 10.£8,299 

04 to 56 Reg Jaguar X-Type - Choice of 20.£9,499 

04 to 06 Reg Lexus IS200 - Choice of 10.£9,999 

51 to 55 Reg Mercedes A Class - Choice of 10.£4,999 

02 to 55 Reg Mercedes C Class - Choice of 15.£7,499 


07 to 57 Reg 
Y to 07 Reg 
53 to 56 Reg 

53 to 07 Reg 
03 to 06 Reg 
05 to 06 Reg 

54 to 55 Reg 
54 to 05 Reg 


Peugeot 4007 - Choice of 5. 

Mazda MX-5 - Choice of 10. 

Mazda RX-8 - Choice of 15. 

Hyundai Coupe - Choice of 10. 

Honda CR-V - Choice of 10. 

Land Rover Freelander - Choice of 10.. 

Nissan X-Trail - Choice of 5. 

Toyota Celica - Choice of 5. 


...£6,499 

.£7,499 

...£10,499 

.£4,799 

.£5,999 

.£4,499 

.£8,299 

.£6,999 


...£19,999 

.£6,999 

.£9,999 

.£6,999 

.£7,999 

.£7,999 

.£8,999 

.£8,999 


Waters Peugeot Hatfield Waters Peugeot Chingford Waters Renault Hatfield Waters Mazda Chingford 

Comet Way, Hatfield, AL10 9TF 1 Lea Valley Road, E4 7PX Comet Way, Hatfield, AL10 9TF 1 Lea Valley Road, E4 7PX 


0845 871 5013 0845 871 4982 0845 871 4991 

Waters Peugeot Hertford Waters Peugeot Stevenage Waters Renault Letchworth 

3-9 North Road, Hertfordshire SG14 1LN Pound Avenue, SGI 3JW Works Road, SG6 1NP 

0845 871 4979 0845 871 5056 0845 871 4989 


0845 871 7097 


Fair deal finance example based on an 07 reg Peugeot 307 X-Line 1.4 5dr subject to status and age. A Comparable finance rates sourced from Auto Trader website 30 April 2008. Terms and conditions apply. This is a limited offer subject to availability, the company reserves the right to withdraw the offer at any time. 
Offer available on selected cars upon request at commencement of the sales process. Ask your local dealer for further information. Waters are licensed credit brokers. Written details available upon request Finance is subject to slatus, guarantees/indeminities may be required. Cars shown for illustrative purposes 
on^. All prices correct at time of going to press. Months payment options available on all cars. Written quotations on request, subject to status, applicants must be over 18. In most cases the customer may not be the 1 st registered owner on the registration documents. Address: Comet Way, Hatfield, Hertfordshire, 
AL10 9TF. 
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Perkinsgarages.com 


HIGH SPECIFICATION FIESTA TDCI AND FIESTA ST 150 ALWAYS IN STOCK - 

ASK FOR DETAILS 


COMPETITIVE FIXED RATE FINANCE ARRANGED - ASK FOR A QUOTATION - SAME DAY DECISION 


Your Local 

• Ford Servicing and Repairs 

• Ford Parts and Warranty 

• MoT for Petrol/Diesel 

• Branded Tyres at Discount Prices 

• Free Courtesy Cars 


Perkins of Rayne 

Dunmow Road, Rayne CM77 6SA 

01376 550899 


03 Jaguar S-Type 3.0 SE 4 door Automatic, in gold, Full Leather, ABS, Climate, Air Con, Cruise, Control.60k £9,999 

05 Jaguar X-Type 2.0 Tdci SE Estate in Topaz Blue. Leather, Abs, Climate Air Con, Cruise Control, Heated Screen, Power Seats.46k.£11,999 

KA/FIESTA/FUSION 

07 Ka 1.3 Luxury 3dr in Verdi. Full Leather, Abs, Air Con, Alloys, 4 x Airbags, alarm .18k.£6,499 

X Fiesta 1.4 Zetec 3dr in Pepper Red. Alloys, Rear Spoiler, Stereo, Power Steering.51k.£3,499 

07 Fiesta 1.6 Style Climate 5dr AUTOMATIC in Ocean. Abs, Air Conditioning, Quickclear.800 MILES.£9,499 

56 Fiesta 1.4 Tdci Ghia 5dr in Verdi Gris. Full Leather, Abs,A/c, 6x Airbags, Bluetooth, 7 Spoke Wheels.5k.£9,499 

55 Fiesta ST 150 3dr in Performance Blue. Half Lwather, Climate Air Con, Abs, Quickclear .17k.£9,499 

07 Fiesta 1.6 Tdci Ghia 5dr in Panther Black. Full Leather, Abs/Esp, Air Conditioning, Park Sensors, Bluetooth, 35 RoadTax .7k.£10,999 

07 Fiesta 1.4 Tdci Ghia 5dr in Ocean Blue. Full Leather, Abs/Esp, Air Con, Privacy Glass, Bluetooth, Privacy Glass, £35 RoadTax ... ,4k.£10,999 

56 Fiesta St 150 2.0 3dr in Performance Blue. Full Leather, Abs, Air Conditioning, 6 Disc Cd.ONLY 1600 Miles.£11,499 

07 Fiesta 2.0 ST 150 3dr in Moondust. Full Leather, Abs/Esp, Air Conditioning, 6Disc Cd, Bluetooth, Sunroof.4k.£11,999 

03 Fusion 31.4 Tdci 5dr in Colorado Red. Air Conditioning. Alloys, Quickclear, Cd.78k.£5,499 

06 Fusion 1.6 Zetec Climate 5dr AUTOMATIC in Moondust Silver. ABS, Air Conditioning, Alloys, Cd, Quickclear .13k.£8,999 

56 Fusion 1.6 Tdci Zetec Climate 5dr in Tonic.Full Leather, Sunroof, Abs, Air Conditioning, Alloys. £35 Road Tax.21k.£10,499 

07 Fusion 1.6 Zetec Climate 5dr AUTOMATIC in Tonic Blue. Abs, air Conditioning, Quickclear, Cd, Alloys.7k.£10,499 

FOCUS/NEW FOCUS/C-MAX 

52 Focus 2.0 Ghia 4dr in Moondust Silver. Abs, Climate air Con, Quickclear, 6 Cd Changer .37k.£5,499 

04 Focus ST 170 5dr in Moondust. Leather, Abs, Air Conditioning, Alloys, 6Cd Multichanger.52k.£6,999 

07 Focus 2.0 Ghia 5dr Auto, Moondust Silver, ABS, Air Conditioning, Alloys, Cruise, Quickclear.3k.£11,999 

56 Focus 2.0 Tdci Ghia 5dr 136ps in Moondust Silver. Abs, Air Conditioning. Quickclear, Cruise Control .16k.£11,999 

06 Focus ST 2 2.5 3dr in Performance Blue. Abs/Esp, Air Conditioning, Cd, Quickclear.Ilk.£13,999 

07 Focus 2.0 Tdci Ghia 5dr in Tonic. Full Leather, Abs, Climate AirCon+Sunroof.Sony 6 Disc Cd, Bluetooth, Park Sensors,Spoiler.5k.£13,999 

56 Focus ST 2 2.5 220ps 5dr in Performance Blue. Air Con, Abs/Esp, Cd, Quickclear.Ilk.£14,499 

04 C-Max 1.8 Zetec 5dr in Moondust. Full Leather, Privacy Glass, Air Conditioning, Alloys .41k.£6,999 

55 C-Max 1.6 Tdci Zetec 5 dr in Ink. Abs, Air Conditioning, Quickclear, Alloys, Cd.47k.£7,499 

07 C-Max 1.8 Tdci Zetec 5dr in Jeans Blue. Abs, Air Conditioning, Quickclear, Alloys, Cd, SunBlinds.10k.£11,499 

08/57 C-Max 2.0 Zetec 5dr AUTOMATIC (Facelift) in Moondust Silver. Abs, Air Conditioning, Cd, Privacy Glass .ONLY 400 Miles.£12,999 

07 C-Max 2.0 Tdci Titanium 5dr in Verdi. Abs, AirCon, Alloys, Park Sensors, Privacy Glass, Bluetooth.9k.£13,999 

MONDEO 

02 Mondeo 2.0 Zetec estate in Metro Blue. Abs, Air Conditioning, Alloys, Quickclear.52k.£5,999 

02 Mondeo ST 220 3.0 V6 5dr in Infra Red. Full Leather Recaros, Abs/Esp, Climate Air Conditioning, Cd, Heated Electric Seats.61k.£7,999 

55 Mondeo 2.0 Tdci Edge Estate in Machine. Abs, Climate Air Con, Alloys, Cruise .23k.£10,999 

06 Mondeo 2.2 Tdci Ghia X 5dr in White Silver. Full Leather, Climate Air Con, Sony Cd, Cruise, .9k.£12,499 

07 Mondeo 2.0 Ghia X Estate in Stardust Silver. Leather and alcantara, Climate, Sony 6CD, Bluetooth, Privacy Glass .7k.£12,999 

56 Mondeo 2.2 Tdci Ghia X 5dr, in Panther, Leather/Alcantara, Climate, Cruise, DVD, Sat Nav, Sunroof, Privacy Glass .15k.£13,499 

07 NEW MONDEO 1.8 Tdci Zetec Estate in Tonic Blue. Abs/Esp, Climate, Cruise, Sports Pack, Advance Bluetooth .10k.£15,999 

57 NEW MONDEO 1.8 Tdci Titanium X Estate in SeaGrey. Leather & Alcantara, Climate, DVD Touchscreen SAT NAV+ Bluetooth ... ,14k.£19,999 

07 NEW MONDEO 2.5 Titanium X Estate in Thunder. Lther/Alcan, Climate, Cruise, Sports Pack, DVD SatNav, Bluetooth.500 MILES.£20,999 

S-MAX AND GALAXY 7 SEATER 

07 S-Max 2.5 Titanium 7 Seat in Tango. Half Leather, Climate Air Con, Quickclear .8k.£15,999 

07 S-Max 1.8 Tdci Titanium 7 Seat in Panther. Full Leather, Climate, Cruise, Glass Roof, 18” Alloys, Bluetooth .9k.£18,999 

57 S-Max 2.0 Tdci Titanium 7 Seat AUTOMATIC in Panther. Abs, Climate Air Conditioning, Glass Roof, Sony Cd, Cruise .700 MILES.£21,999 

55 Galaxy 1.9 Tdi Ghia 7 Seat in Reflex Silver. Abs, Climate Air Conditioning, Cruise, Alloys, 2x Child Seats.39k.£12,499 

05 Galaxy 1.9 Tdi Ghia 7 seat AUTOMATIC in Ink. Abs, Climate Aircon, Cruise, Quickclear.28k.£12,999 

56 Galaxy 2.0 Tdci Ghia 7 Seat 140ps in Blue. Full Leather, Abs, Climate Aircon, Cruise, Park Sensors.12k.£16,999 

4X4, COMMERCIALS AND OTHER MAKES 

02 Nissan Micro 1.0 Vibe 3dr in Silver. Power Steering, Cd.60k.£2,999 

53 Vauxhall Vectra 1.8 LS 5dr in Stardust Silver. Abs, Climate A/Con, Cruise, Alloys.38k.£5,499 

04 Ford Maverick 3.0 V6 Xlt 4x4,5dr AUTOMATIC in Stratos. Leather, Sunroof.43k.£5,999 

55 Renault Laguna 2.0 Dynamique Spotrs Tourer Estate in Black. Abs, Climate Air Con, Alloys, Cd.32k.£7,499 

55 Astra 1.8 Club Estate, Automatic, Silver, ABS, Air Con, CD, Alloys.17k.£7,999 

04 Peugeot 206 Gti 180ps 3dr in Black. Climate Air Con, Cd, Alloys, Rear Spoiler .27k.£7,999 

57 Renault Kongo 1.5 Dei SL 17 70ps Van in Grey. Abs, Air Conditioning, Bootliner, Side Load Door, .7k... £8,499+vat 

05 Toyota Corolla Verso D 4D T3 7 Seater in Silver. Abs, Air Conditioning, Alloys, Cd.55k.£8,999 

05 Toyota Rav 4 XT4d-4d 5dr in Blue. Full Leather, Climate AirCon, Sunroof, Alloys, RoofRails.30k.£12,999 

06 Mitsubishi L200 Elegance Di-D AUTOMATIC DoubleCab in Black. Leather, A/C, SatNAV, Truckman Top .24k.. £13,999+vat 

55 Kia Sorento 2.5 CRDi xs 5dr 4x4 AUTOMATIC in Silver. Leather, Abs, Climate A/c, Cruise, Sunroof.34k.£13,999 £ 

54 Audi A3 2.0 TDi 3dr Sport DSG Automatic in Silver. Leather, Abs, Climate AirCon, SAT NAV, Bluetooth, S-Line Bodykit.53k.£14,499 5 

95 MG R V8 2dr 3.9 190ps 5-speed Ltd Edition in Woodcoate Green. Cream Leather, Air Conditioning, Alloys, CD.20k.£POA f 


OPEN SUNDAYS 10am-4pm 
OPEN BANK HOLIDAY MONDAY 10am-4pm 


KA/FIESTA/FUSION 

05 Sport Ka 1.6 SE 3dr in Moondust Silver. Full Leather, Abs, Air Con, Alloys, Cd, Alarm.25k.£5,999 

57 Fiesta 1.25 Zetec Climate 5dr in Tonic Blue. Abs, Air Conditioning, Alloys, Cd, Auto Lights and Wipers.ONLY 2000 MILES.£8,999 

07 Fiesta 1.4 Ghia 5dr in Panther. Full Leather, ABS, Air Con, Alloys, CD .10k.£8,999 

07 Fiesta 1.6 Style Climate 5dr AUTOMATIC in Tango. Abs, Air Conditioning, Reflex Pack, Park sensors.ONLY 1700 MILES.£9,499 

06 Fiesta ST 150 2.0 3dr in Colorado Red. Half Leather, Abs, Air Con, 6Disc Cd, Quickclear, Privacy Glass.17k.£9,999 

07 Fiesta 1.6 Zetec S 3dr in Colorado Red. Q Leather. Abs, Air Conditioning, Alloys, Quickclear, Power Mirrors .2k.£9,999 

07 Fiesta 1.4 Tdci Ghia 5dr in Panther. Full Leather, Abs, Air Con, Alloys, Quickclear, Park Sensors, Factory Sunroof, £35 RoadTax.. ,6k.£10,999 

07 Fiesta 1.4 Tdci Ghia 5dr in Frozen White. Full Leather, Air Con, Park Sensors, 7 Spoke alloys.2k.£10,999 

07 Fiesta 1.4 Tdci Ghia 5dr in Colorado. Full Leather, Esp, Air Con, 7 Spoke AW, Bluetooth, Park Sensors.2k.£10,999 

07 Fiesta ST 150 2.0 3dr in Performance Blue. Full Leather,Esp, AirCon, 6 Disc Cd, Park sensors, Bluetooth.4k.£11,999 

07 Fiesta ST 150 2.0 3dr in Colorado. Full Leather,Esp, AirCon, 6 Disc Cd, Park sensors, Bluetooth.3k.£11,999 

52 Fusion 31.6i 5dr in Neptune Metallic. Air Conditioning, Alloys, Quickclear, Cd.45k.£5,999 

54 Fusion 21.4 Tdci 5dr in Panther. Abs, Air Conditioning, Alloys, Quickclear, £35 a year RoadTax.27k.£6,999 

05 Fusion 31.6i 5dr AUTOMATIC in Tonic Blue. Abs, Air Conditioning, Alloys, Quickclear.ONLY 3000 MILES.£7,499 

07 Fusion 1.6 Zetec Climate 5dr in Moondust Silver. Abs, Air Conditioning, Quickclear, Cd, Alloys, Bluetooth, Park Sensors.. .500 MILES.£9,999 

FOCUS/N E W FOCUS/ C-MAX 

07 Focus 1.6 Zetec Climate 5dr in Moondust Silver. Abs, Air Conditioning, Cd, Quickclear, Alloys.12k.£9,499 

55 Focus 2.0 Ghia 5 dr AUTO, in Panther, ABS, Air Con, Cruise Only.8k £9,499 

56 Focus 2.0 Ghia 5dr AUTOMATIC in Tonic Blue. Abs, Air Conditioning, Cruise, Cd, Quickclear, Alloys.13k £10,999 

56 Focus 1.6 TDCi LX 5dr AUTOMATIC in Moondust. Bluetooth, Hfs, Air Con.12k.£11,499 

07 Focus 1.8 Zetec Climate Estate in Ocean. Abs, Air Conditioning, Alloys, Quickclear.7k.£11,499 

07 Focus 1.8 Tdci Titanium 5dr in Panther. Abs, Air Con, New Sony Cd, Quickclear, Bluetooth, Park Sensors, Auto Lights/Wipers.9k.£11,999 

56 Focus 2.0 Titanium Estate AUTOMATIC in Moondust Silver.Abs, Air Conditioning, Alloys, Quickclear.2k.£12,499 

08 NEW Focus 1.6 Zetec Climate 5dr AUTOMATICfFacelift Model) in Ocean Blue. Abs, Air Con, Quickclear, Cd.ONLY 200 Miles.£12,999 

07 Focus 1.8 Tdci Titanium 5dr in Tonic. Full Heated Leather Seats Abs, Air Con, New Sony 6Cd, Quickclear, Auto Lights/Wipers .. .10k.£12,999 

07 Focus 2.0 Tdci Ghia 5dr in Aquarius Blue. Full Leather, Abs, Air Con, Sony CD, Quickclear .6k.£13,999 

55 Focus ST 2 2.5 3dr 225ps in Moondust Silver, Esp, Air Conditioning, Xenons, Heated Screen.14k.£13,999 

05 C-Max 1.8 Zetec 5dr in Ink Blue. Abs, Air Conditioning, Alloys, Quickclear Screen, Cd .25k.£7,499 

56 C-Max 2.0 Ghia 5dr AUTOMATIC in Moondust. ABS, Air Conditioning, Cruise, Qucikclear .17k.£9,999 

07 C-Max 2.0 Zetec 5dr AUTOMATIC in Jeans Blue. Abs, Air Conditioning, Quickclear, Privacy Glass, Alloys.5k.£10,999 

07 C-Max 1.8 Tdci Zetec 5dr 115ps in Silver. Abs, Air Conditioning, alloys, Quickclear.10k.£11,499 

57 C-Max 2.0 Tdci Zetec 5dr FfFacelift Model) in Panther. Abs, Air Conditioning, Alloys, Cd, Quickclear.4k.£12,999 

57 C-Max 2.0 Tdci Zetec 5dr (Facelift Model) in Moondust Silver. Abs, Air Conditioning, Quickclear, Cd, alloys, Privacy Glass.9k.£12,999 

57 C-Max 2.0 Tdci Titanium 5dr (Facelift Model) in Panther. Abs, AirCon, Alloys, Hfs, Privacy Glass.3k.£13,999 

MONDEO 


05 Mondeo 2.2 Tdci Ghia X 5dr 130ps in Pepper. Full Leather, Abs, Climate AirCon, alloys, Quiclclear, Cruise.43k.£10,495 

56 Mondeo 2.2 TDCi Zetec 5dr 155ps in Panther. Climate, Bluetooth, Privacy Glass, Rps.16k.£10,499 

07 NEW MONDEO 2.0 Tdci Zetec 5dr 140ps in Tonic. Abs/Esp, Climate Air Conditioning, Alloys, Cruise Control.13k.£14,499 

07 NEW MONDEO 2.5 Titanium 5dr 220ps Thunder Grey. Clim, Bluetooth, Cruise/forward alert.ONLY 40 MILES.£16,499 

07 NEW Mondeo 1.8 Tdci Titanium X Estate in Thunder. Leather & Alcantara, Sports Pack, DVD Touchscreen SAT NAV+ Bluetooth .. ,7k.£20,999 

S-MAX AND GALAXY ? SEATER 


56 S-Max 1.8 Tdci Titanium 7 Seat in Machine. Abs, Climate AirCon, Bluetooth, Dvd Multimedia Rear Seat Entertainment.12k.£18,999 

07 S-Max 2.5 Titanium X 7 Seat, in White Silver, Leather and Alcantara, Abs/Esp/Sports Suspension, Sat Nav, Glass Roof + More ... .4k.£17,999 

07 S-Max 2.0 Tdci Titanium X 7 Seat in Tonic. Leather/Alcantara, Climate, Park sensors, Glass Roof, Privacy Glass,+ More .10k.£19,999 

57 S-Max 2.0 Tdci Titanium 7 Seat AUTOMATIC in Stardust Silver. Climate A/c, Glass Roof, Sony Cd, Cruise .ONLY 1600 MILES.£21,999 

07 Galaxy 2.0 Tdci LX 7 Seat in Ambition. Abs/Esp, Air Con, Cd, Front & Rear Park Sensors, Bluetooth, Privacy Glass.4k.£15,999 

07 Galaxy 2.0 Tdci Zetec 7 Seat 140ps AUTOMATIC in Sea Grey.Full Leather, DVD SatNAV+Bluetooth, DVD Rear Seat Multimedia . .13k.£24,999 

4X4, COMMERCIALS AND OTHER MAKES 


52 MG ZS 2.5 V6 180ps 5dr in Starlight Silver. Monaco half Leather Interior, Abs, Air Con, Cd, Alloys, Rcl.37k.£3,999 

54 Rover 251.6 Si 5dr AUTOMATIC in Sky Blue. Abs, Air Conditioning, Alloys, cd.42k.£4,999 

03 Suzuki 2.0 Td Grand Vitara 5dr 4x4 in Silver. Abs, Air Conditioning, Cd, Alloys.36k.£6,499 

04 Rover 75 2.5 V6 Contempory SE 4dr AUTOMATIC in X-Power. Full Leather, Climate, Tracker System .35k.£6,999 

05 Renault Scenic 1.6 Dynamic 5dr AUTOMATIC in Silver. Abs, Air Conditioning, Cd, Remote Locking.19k.£7,499 

05 MG TF135 Sunstorm, Stardust Silver, ABS, leather, CD .40k.£7,999 

07 Fiesta 1.4 Tdci Van in Moondust Silver, Abs, air Conditioning, Bluetooth.ONLY 1000 MILES... £7,999+vat 

04 Zafira 2.0 Dti Elegance 7 Seater in Silver. Abs, Air Conditioning, Alloys, Sunroof .29k.£7,999 

06 Peugeot 307 S 1.6 Estate in Aegean Blue. Air Con, Alloys, CD .2k.£8,499 

57 Zafira 1.6 Life 7 Seater. Peacock Blue. Air Conditioning, Abs, Airbags, Flex 7 Seat System.1500 MILES.£9,999 

04 Freelander TD4 Premium Sport 5dr inMagnum. Full Leather, Abs, Climate .72k.£8999 

54 Peugeot 407 2.0 Hdi SW Estate in Silver. Abs, Climate, Cruise.30k.£9,999 

57 Transit Connect 1.8 Tdci Van in Frozen White. Abs, Air Conditioning, Quickclear, Side Load Door.9k... £9,999+vat 

07 Transit Connect Tourneau 1.8 Tdci 1 lOps LX T220 5 Seat Crew Van. Side Windows, Abs, Air Cond, Park Sensors ... .ONLY 400 MILES.£10,999 

04 BMW 320 TD Sport 4dr in Black. Climate AirCon, Alloys, Cruise, Abs/Esp, Service History.62k.£10,999 


Perkins of Dunmow 

14 Stortford Road, Dunmow CM6 IDF 

01371 876622 

OPEN SUNDAYS 10am-4pm 
OPEN BANK HOLIDAY MONDAY 10am-4pm 


PRESTIGE COLLECTION 


Ford Authorised 


Repairer 

Servicing From £89 • 
Dunmow Area 01371 876622 • 


Braintree Area 01376 550899 • 


Authorised Repairer 


Book Online: service@perkinsgarages.co.uk • 
Ring today for a quote • 
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NetworkO 

Used cars you can rely on 


www.networkq.co.uk 


A VAUXHALL FOR LESS AT M0T0RSALES 


Comprehensive 

warranty 


06/56 

Vauxhall Agila 

I.Oi 12v Expression 5 dr 

Met Royal Blue 

4995 

08/08 

ANTARA 

Vauxhall Agila 

1.2116v Design 5dr 

Moroccan Blue 

8795 

08/57 

ASTRA 

Vauxhall Antara 

2.0 Cdti 16v SE Auto 5dr 

Granite Black 

22495 

05/54 

Vauxhall Astra 

1.8 Life 16V Auto 5dr 

Silver 

5995 

05/54 

Vauxhall Astra 

1.9 Design Auto 5dr Est 

Met Med Blue 

6995 

05/55 

Vauxhall Astra 

1.6i 16v Vvt Design 5dr 

Silver 

7545 

07/57 

Vauxhall Astra 

1.6 Vvt Breeze 5dr Blk 

Sapphire 

10995 

07/07 

Vauxhall Astra 

1.6 Sxi 3dr 

Met Star Silver 

11995 

07/07 

Vauxhall Astra 

1.8 Sri 3dr 

Met Star Silver 

12995 

07/57 

Vauxhall Astra 

1.6i 16v2dr 

Star Silver 

14995 

07/57 

Vauxhall Astra 

1.8i 16v Sport 2dr 

Star Silver 

15995 

07/57 

CORSA 

Vauxhall Astra 

2.0i 16v Turbo Vxr 3dr 

Blk Sapphire 

16995 

03/03 

Vauxhall Corsa 

1.216v Club 3dr 

Blue 

3995 

07/07 

Vauxhall Corsa 

1.4 Club A/C Auto 5dr 

Met Star Silver 

8995 

07/07 

Vauxhall Corsa 

1.2 Sxi a/c 3dr 

Choice of colour 

8995 

07/07 

Vauxhall Corsa 

1.4 SXI a/c 

Silver 

8995 

07/07 

Vauxhall Corsa 

1.21 Design 3dr 

Star Silver 

8995 

08/08 

Vauxhall Corsa 

1,2i Sxi A/c 3dr 

Star Silver 

9495 

08/08 

Vauxhall Corsa 

1.21 Design 5dr 

Flame Red 

9595 

08/08 

Vauxhall Corsa 

1.4i 16v Design 3dr 

Choice of colour 

9995 

07/57 

Vauxhall Corsa 

1.616v Turbo Vxr 3dr 

Flame Red 

13495 

08/08 

MERIVA 

Vauxhall Corsa 

1.6t Vxr 3dr 

Arden Blue 

13995 

07/57 

TIGRA 

Vauxhall Meriva 

1.616v Breeze 5dr 

Blk Sapphire 

10495 

08/08 

VECTRA 

Vauxhall Tigra 

1.4i Exclusiv 2dr 

Blk Sapphire 

12995 

07/07 

Vauxhall Vectra 

1.8 Sri 

Black sapphire 

9995 

08/08 

ZAFIRA 

Vauxhall Vectra 

1.8i 16v Vvt Exclusiv 5dr 

Silver Lghtng 

11995 

06/06 

Vauxhall Zafira 

1.6 

Life Silver 

8995 

06/06 

Vauxhall Zafira 

1.9 CDTi 120 

Act Met BIK Sapp 

10495 

07/07 

Vauxhall Zafira 

1.6i 16v Energy 5dr 

Choice of colour 

10995 

07/57 Vauxhall Zafira 
COMMERCIAL VEHICLES 

1.9cdti 120ps Breeze 5dr 

Star Silver 

13395 

06/55 

Vauxhall Astravan Envoy 1.7 CDTi 

Glacier White 5995 +VAT 

08/08 

Vauxhall Astravan 1.7 Cdti Club 

Glacier White 8995 +VAT 

07/57 

Vauxhall Astravan 1.7 Cdti Sportive 

Blk Sapphire 9995 +VAT 

07/57 

Vauxhall Combo Van 20001.3 Cdti 

Glacier White 7995 +VAT 

07/57 

Vauxhall Movano Swb Van 3300 2.5cdti 100 

Arctic White 12995 +VAT 

08/08 

Vauxhall Vivaro Swb Van 2.0cdti 90 2.7t 

Glacier White 10995 +VAT 


Corsa Breeze 
1.2i 16v 3dr hatch 


£8,600 SAVE £1,200 


• Air con • 15-in. alloys • MP3 CD player 

• Twin airbags 




Zafira Breeze 
1.6i 16v 5dr MPV 

£11,995 SAVE £3,935 

• Air con • Structure wheels • Roof rails • CD player 


Meriva Breeze 
1.4i 16v 5dr MPV 

£9,995 SAVE £2,975 

• Air con • CD player • Elec front windows 

• Central locking 


Astra Breeze 
1.4i 16v 5dr hatch 

£10,995 SAVE £3,285 

• Air con • Six airbags • MP3 CD player 

• Trip computer 



VAUXHALL 


Motorsales 

0845 257 7194 

www.motorsalesharlow.co.uk 


Burnt Mill 
Elizabeth Way 
Harlow 
Essex 


Mon-Fri 9:00 - 19:00 
Sat 9:00 - 17:30 
Sun 10:30 - 16:30 



Official Government Test Environmental Data - Fuel Consumption Figures mpg (litres/IOOkm): Astra Breeze 1.4i 16v 5dr hatch: urban 35.3 (8), extra-urban 56.5 (5), 
combined 46.3 (6.1), CO 2 Emissions 146 g/km; Corsa Breeze 1.2i 16v 3dr hatch: urban 36.7 (7.7), extra-urban 60.1 (4.7), combined 48.7 (5.8), CO 2 Emissions 139 g/km; Meriva 
Breeze 1.4i 16v 5dr MPV: urban 34.9 (8.1), extra-urban 55.4 (5.1), combined 45.6 (6.2), CO 2 Emissions 148 g/km; Zafira Breeze 1.6i 16v 5dr MPV: urban 30.1 (9.4), extra-urban 
47.9 (5.9), combined 39.2 (7.2), CO 2 Emissions 172 g/km. 

Prices shown are on-the-road and include any customer savings. Savings shown based on RRP. Offers are available for orders placed between 02.04.08 and 01.07.08, subject to availability, and are available to private individuals and small businesses 1-24 (purchase only). Other sales categories excluded, 
can not be use in conjunction with any other offer. Offers may not apply to all retailer stocks. UK-supplied vehicles only. (Vaux45450) 


RENAULT 

Dealer 

#fcMotabilitv 



01992 

505251 



01992 

505251 



MITSUBISHI 

Service/Parts 

Dealer 


RENAULT 

i 

RENAULT 

i 

OTHER MAKES 


(59) RENAULT TWINGO 1.2 TCE GT, PAS, ABS, air con, alloys, e/windows, 4,000 miles . 

.£8,495 

(07) RENAULT SCENIC 1.6 DYNAMIQUE, PAS, ABS, air con, e/windows, alloy wheels, 

15,000 miles.£8,495 

(06) RENAULT SCENIC 1.6 EXPRESSION, PAS, ABS, air con, e/windows, 17,000 miles . 

.£7,495 

(55) RENAULT GRAND SCENIC 2.0 DYNAMIQUE AUTO, PAS, ABS, air con, alloy 

wheels, e/windows, 20,000 miles.£7,495 

(05) RENAULT SCENIC 1.6 DYNAMIQUE AUTO, PAS, ABS, air con, electric sunroof, 

e/windows, alloy wheels, 24,000 miles .£6,995 

(05) RENAULT SCENIC 1.6 DYNAMIQUE AUTO, air con, c/locking,e/windows, full 

service history, 1 owner, 37,000 miles.£6,495 

(05) RENAULT MODUS 1.6 DYNAMIQUE, auto, PAS, ABS, air con, alloy wheels, 

e/windows, 30,000 miles .£5,995 

(55) RENAULT MODUS 1.4 OASIS, PAS, ABS, air con, e/windows, 25,000 miles . . .£5,495 

(54) RENAULT MODUS 1.4 DYNAMIQUE, PAS, ABS, air con, e/windows, e/sunroof, alloy 

wheels, 33,000 miles .£4,995 

(07) RENAULT MEGANE 2.0 T 230 FI TEAM R26, PAS, ABS, air con, cruise, alloys, 

leather, traction, 18,000 miles .£14,495 

(07) RENAULT MEGANE 1.6 DYNAMIQUE CONVERTIBLE, PAS, ABS, air con, electric 

convertible roof, alloy wheels, e/windows, 12,000 miles .£11,995 

(06) RENAULT MEGANE 1.9 DCi DYNAMIQUE CONVERTIBLE, PAS, ABS, air con, 

electric convertible roof, e/windows, alloys, 25,000 miles .£11,995 

(06) RENAULT MEGANE 2.0 DYNAMIQUE CONVERTIBLE, PAS, ABS, air con, 

e/windows, alloy wheels, e/convertible roof, 1 owner, 13,000 miles .£10,995 

(57) RENAULT MEGANE 1.6 DYNAMIQUE, 5-door, PAS, ABS, air con, alloy wheels, 
e/windows, only 10 miles, electric sunroof.£10,995 

(55) RENAULT MEGANE 2.0 DYNAMIQUE CONVERTIBLE AUTO, PAS, ABS, air con, 

electric convertible roof, alloy wheels, e/windows, 27,000 miles.£10,495 

(55) RENAULT MEGANE 1.6 DYNAMIQUE CONVERTIBLE AUTO, PAS, ABS, alloy 

wheels, e/windows, electric convertible roof, 19,000 miles .£9,995 

(57) RENAULT MEGANE 1.6 DYNAMIQUE, 5-door, PAS, ABS, air con, alloy wheels, 
e/windows, 10,000 miles .£8,995 

(56) RENAULT MEGANE 1.9 DCi DYNAMIQUE, PAS, ABS, air con, alloys, e/windows, 

13,000 miles.£8,495 

(07) RENAULT MEGANE 1.6 PRIVILEGE AUTO 5 DOOR, PAS, ABS, air con, 

e/windows, alloy wheels, 11,000 miles .£8,295 

(07) RENAULT GRAND ESPACE 2.2 DCi AUTO DYNAMIQUE PAS, air con, cruise 

control, traction control, ABS, e/windows, e/sunroof, alloys, 10,000 miles.£16,995 

(04) RENAULT GRAND ESPACE 2.0 T PRIVILEGE AUTOMATIC, PAS, ABS, air con, 

cruise control, traction control, e/windows, alloy wheels, 43,000 miles.£7,995 

(03) RENAULT ESPACE 1.9 DCI EXPRESSION PAS, ABS, air con, e/windows, 38,000 

miles.£7,995 

(07) RENAULT LAGUNA 1.9 DCi 150 DYNAMIQUE ESTATE, PAS, ABS, air con, 
e/windows, alloy wheels, 12,000 miles .£10,995 

(56) RENAULT LAGUNA 2.0 T INITIALE ESTATE AUTO, PAS, ABS, air con, sat nav, 
e/sunroof, e/windows, alloys, leather, cruise control, traction control, 16,000 miles .. . .£9,995 

(57) RENAULT CLIO 197 CUP, PAS, ABS, air con, traction, alloys, Recaro’s e/windows, 

40,000 miles.£14,995 

(56) RENAULT CLIO 2.0 197, PAS, ABS, air con, alloys, cruise, traction, e/windows, 10,000 
miles.£11,995 

www.waregarage.co.uk 


(55) RENAULT CLIO 2.0 182 TROPHY, PAS, ABS, cruise, air con, traction, alloys, 

e/windows, 19,000 miles .£9,495 

(57) RENAULT CLIO 1.4 DYNAMIQUE (new model), 5-door, PAS, ABS, air con, alloy 

wheels, e/windows, 6,000 miles.£8,695 

(07) RENAULT CLIO 1.4 PRIVILEGE, e/windows, alloy wheels, 7,000 miles.£7,995 

(07) RENAULT CLIO 1.4 DYNAMIQUE (NEW MODEL) 5 DOOR PAS, ABS, air con, 

alloy wheels, e/windows, 7,000 miles .£7,995 

(05) RENAULT CLIO 1.2 DYNAMIQUE, 5-door, PAS, ABS, air con, e/windows, alloy 

wheels, sunroof, 23,000 miles.£5,995 

(05) RENAULT CLIO 1.4 DYNAMIQUE, 3-door, PAS, ABS, e/windows, alloy wheels, 

sunroof, one owner, 38,000 miles .£5,695 

(04) RENAULT CLIO 1.4 EXPRESSION, 5-door auto, PAS, ABS, sunroof, e/windows, 

10,000 miles.£5,495 

(55) RENAULT CLIO 1.2 EXPRESSION, 3-door PAS, ABS, air con, e/windows, sunroof, 

12,000 miles.£5,495 

(54) RENAULT CLIO 1.4 DYNAMIQUE, 5-door PAS, ABS, air con, e/windows, sunroof, 
alloy wheels, 30,000 miles.£5,495 


MITSUBISHI 


(55) MITSUBISHI EVO 9 FQ380, yellow, HKS clutch, PAS, ABS, air con, alloys, plate 

E9 EVO stays with car, 28,000 miles .£19,995 

(04) MITSUBISHI EVO 8 2.0 MR FQ300 380BHP, PAS, ABS, air con, alloys, 

e/windows, one owner, 37,000 miles.£15,995 

(52) MITSUBISHI LANCER EVO 7 R52 300BHP!, air con, e/windows, alloy wheels, 

28,000 miles.£11,995 

(07) MITSUBISHI SHOGUN SPORT 2.5 TD EQUIPPE, 5-door, PAS, ABS, air con, 

alloys, electric sunroof, e/windows, 14,000 miles.£11,495 

(07) MITSUBISHI COLT 1.5 CZT, 3-door, PAS, ABS, air con, alloys, e/windows, 

leather seats, traction control, 6,000 miles .£8,495 

(05) MITSUBISHI COLT 1.3 ELEGANCE 5DR AMT AUTOMATIC/MANUAL, full 
leather seats, air con, e/windows, alloys, 34,000 miles.£5,495 


OTHER MAKES 


(51) PORSCHE 911 996 CARRERA 2, PAS, ABS, air con, leather, alloys, e/windows, 26,000 miles 

.£30,995 

(07) SEAT LEON 2.0 CUPRA T FSi 240, 5-door, PAS, ABS, air con, traction, alloys, e/windows, 
6,000 miles.£15,495 

(54) BMW Z4 2.5 SE ROADSTER, auto, PAS, ABS, traction control, leather, e/windows, alloys, 

e/convertible roof, 41,000 miles.£14,495 

(55) AUDI A4 2.0 TDI SE, PAS, ABS, traction control, cruise control, alloy wheels, e/windows, air 

con, 24,000 miles.£13,695 

(55) MINI ONE 1.6 CONVERTIBLE, PAS, ABS, air con, alloys, electric convertible roof, 

e/windows, TLC service pack, 20,000 miles.£12,495 

(06) CHRYSLER VOYAGER 2.8 CRD LX AUTOMATIC, PAS, ABS, air con, e/windows, alloy 

wheels, roof rails, 8,000 miles, cruise.£11,995 

(06) HONDA CIVIC 1.8 VETEC SPORT, 5-door, PAS, ABS, air con, e/windows, alloys, traction 

control, 11,000 miles.£11,995 

(04) SEAT ALHAMBRA 1.9 TDI SE AUTO, PAS, ABS, cruise control, alloy wheels, e/windows, 
air con, parking sensors, 47,000 miles.£9,995 

356 - 364 WARE ROAD, HERTFORD. 


(05) VOLKSWAGEN BEETLE 1.6 CABRIOLET, PAS, ABS, electric convertible roof, e/windows, 

one owner, 19,000 miles .£9,995 

(57) VAUXHALL VECTRA 1.8 SRi, 5-door, PAS, ABS, air con, e/windows, alloys, cruise, 11,000 

miles.£9,495 

(56) DODGE CALIBER 2.0 SXT SPORT DIESEL, PAS, ABS, air con, alloy wheels, e/windows, 

cruise control, 26,000 miles.£9,995 

(05) VAUXHALL TIGRA 1.4 SPORT CONVERTIBLE, PAS, ABS, air con, electric convertible 

roof, e/windows, alloy wheels, 15,000 miles.£8,495 

(04) MINI COOPER 1.6 CHILLI PACK, PAS, ABS, air con, e/windows, alloys, one owner, 41,000 
miles.£8,995 

(56) FORD FOCUS 1.6 TDC I SPORT, 5-door, PAS, ABS, air con, e/windows, one owner, 16,000 

miles.£8,495 

(55) LANDROVER FREELANDER 1.8 XEi, 5-door, PAS, ABS, air con, one owner, e/windows, 
alloy wheels, traction control, 12,000 miles .£8,495 

(57) FORD FIESTA 1.4 GHIA, 5-door, PAS, ABS, air con, alloy wheels, e/windows, 5,000 miles . 
.£8,495 

(04) FORD MONDEO 3.0 V6 ST220, 5-door, PAS, ABS, air con, leather, traction, cruise, 33,000 

miles.£8,495 

(07) PEUGEOT 207 1.4 S, 5-door, PAS, ABS, air con, e/windows, 17,000 miles.£7,995 

(05) FIAT ULYSSE 2.0 DYNAMIC, PAS, ABS, air con, e/windows, one owner, 17,000 miles£7,495 

(06) FORD FOCUS 1.6 LX, 5-door, PAS, ABS, air con, e/windows, 20,000 miles.£7,495 

(05) HONDA CIVIC 1.6 SE VTEC, 3-door, PAS, ABS, air con, alloy wheels, e/windows, 30,000 

miles.£7,495 

(05) SKODA OCTAVIA 1.6 AMBIENTE, 5-door, PAS, ABS, air con, traction control, e/windows, 
alloy wheels, 27,000 miles .£6,995 

(55) CITROEN C4 1.6 SX AUTO 5-door, PAS, ABS, air con, e/windows, alloy wheels, one owner, 

7,000 miles.£6,995 

(07) FORD FIESTA 1.25 CLIMATE STYLE, 3-door, PAS, ABS, air con, e/windows, 9,000 miles 

.£6,995 

(06) PEUGEOT 206 1.4 VERVE, 5-door, PAS, ABS, air con, e/windows, alloys, 21,000 miles .... 

.£6,495 

(04) FORD FOCUS 1.8 TDCi ZETEC, 5-door, PAS, ABS, air con, e/windows, alloys, 41,000 miles 
.£6,295 

(54) TOYOTA COROLLA 1.4 T3, 3-door, PAS, ABS, air con, alloy wheels, e/windows, 12,000 miles 
.£5,995 

(56) VW POLO 1.2 E, 3-door, PAS, ABS, one owner, 7,000 miles.£6,295 

(55) CITROEN C3 1.6 EXCLUSIVE SENSODRIVE AUTO, PAS, ABS, air con, cruise control, 

e/windows, alloy wheels, 10,000 miles .£5,995 

(55) SMART FORTWO PULSE AUTO CONVERTIBLE, PAS, ABS, alloys, electric convertible 

roof, e/windows, 13,000 miles.£5,995 

(56) NISSAN MICRA 1.2 SPIRITA, 3-door, PAS, ABS, e/windows, air con, one owner, 10,000 miles 
.£5,295 

(55) CITROEN C4 1.6 VTR + COUPE, PAS, ABS, air con, cruise control, alloys, e/windows, 15,000 

miles.£6,995 

(56) MITSUBISHI L200 ANIMAL 2.5 DLD AUTO 4X4, full a nim a l leather interior, air con, sat 

nav, load liner, 4,000 miles.£14,495 + VAT 

(06) FORD RANGER WILDTRUCK D/CAB 4X4, full leather, air con, rollershutter + sports bars, 

14,000 miles .£8,995+VAT 

(02) MITSUBISHI PININ 1.8 CLASSIC, PAS, air con, e/windows, 34,000 miles . £3,495 + VAT 

www.sandacars.co.uk 

QD/^E/AMiSTnilllES 
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e-mail: star@hertsessexnews.co.uk 


Discover more car 
for your money. 



Matiz 0.8 S 


Approved Used Chevrolet 

LACETTI 

06 Lacetti SX 1.6, 5 door, imp blue 
07 Lacetti SE 1.4, 5 door, non air con, poly silver 
07 Lacetti SX 1.6, 5 door, denim blue 
07 Lacetti SX 1.6, auto, pearl black 
07 Lacetti SX 1.6, auto, denim blue 
07 Lacetti 1.6 SX Estate, imperial blue 

MATIZ 

05 Matiz SE 1.0, teal blue 
07 Matiz SE 1.0, 5 door, a/c, poly silver 
06 Matiz SE 1.0, 5 door, a/c, teal blue 
06 Matiz SE 1.0, 5 door, a/c, ocean blue 
05 Matiz 1.0 SE, 5 door, silver 
07 Matiz 1.0 SE, a/c, ploy silver 
07 Matiz S 0.8, mighty blue 

KALOS 

07 Kalos SX 1.4, 5 door, pearl black 
06 Kalos 1.2 S, 5 door, non a/c, pearl black 

EPICA 

08 Epica LS 2.0 VCOi Saloon, denim grey 

CAPTIVA 

08 Captiva 2.0 VCDi LTX, 7 seat, auto, poseidon blue 
07 Captiva 2.0 CDi LTS7, Auto, denim grey 

All the reassurance you need: 


£5,999 

£7,999 

£7,999 

£7,999 

£9,999 

£7,999 


£4,499 

£5,999 

£4,999 

£4,999 

£3,499 

£5,999 

£5,999 


£7,699 

£4,999 


£13,999 


£21,995 

£14,995 


Down from £6,245 

to £5,595 

12-month unlimited mileage guarantee • 12-month Chevrolet AA Assistance with 

European Cover • MOT test guarantee • Brakes, battery and clutch cover • 30-day exchange 
offer • Multi-point inspection • Chevrolet Ownership Promise, consisting of vehicle 
provenance check and mileage verification. 

Features: Central locking • Dual airbags • ABS brakes • RD5 radio/CD player 


Engine immobiliser • ISOFIX child seat system • 3x3 point rear seatbelts 

ALL THE CAR YOU NEED. 

Power steering • Low insurance group • 3 years full service 

PLUS IT'S A CHEVY. 

package (£199 option). 


Savings end 30th June 2008. Finance options & P/X available. 

CHEVROLET 


PNG Enfield • 274 Baker Street • Enfield • Middlesex • EN1 3LD •Tel. 0800 0261 031 • www.chevroletlocal.co.uk/png/enfield 

PNG Waltham Cross • High Road • Waltham Cross • London • EN8 7BT • Tel. 0800 0261 031 • www.chevroletlocal.co.uk/png/walthamcross 


Vehicle shown features metallic paint available at extra cost (£325). 3 years/3(pt)ll miles full service package at an optional cost of £199. Available at participating retailers only. Not available lit conjunction with any other offers. The savings are against current MRP and available on UK supplied vehicles ordered and registered before 30th June 2008. Prices correct at time of press. 

Official Government Environmental Data. Fuel consumption figures mpg (litres/IOOkm). Matiz 0.8 S Urban - 40.9 (6.9), Extra-urban - 67.3 (4.2), Combined - 54.3 (5.2). CO 2 emissions 119g/km. 



www.autopointstansted.co.uk 


04 (PP) Audi 2.0 TDi S-line 6-speed auto, silver met, s/history, half leather, dual climate, paddle-shift gears, fully loaded... £13,994 
04 (04) Mazda MX5 1.8 S-VT Sport, blue metallic, colour coded hard top, 18,372 miles, service history, heated leather seats, 6 speed 


. £9,994 

98 (R) Mercedes-Benz SL Series 320, automatic, silver, climate, leather, 19” alloys, full electrics, service history_£9,994 

03 (53) Jaguar S-Type 2.5 Sport, new model, silver, cream leather, alloys, full electrics, service history, 1 owner, stunning .. 

. £6,994 

03 (03) Vauxhall Astra 2.0 Turbo Convertible, Bertone Edition No 367, leather interior, air con, power roof.£7,494 

99 (V) Toyota MR2 18 Roadster, silver metallic, air conditioning.£5,994 

04 (04) Ford Street KA 1.6 Luxury, blue metallic, 26,997 miles, service history air con, full leather, heated seats_£5,494 

04 (04) Renault Clio 3 Dei Extreme Diesel, 3-door, burnt orange metallic, s/history, PAS, sunroof, elecs.£4,794 

02 (02) Ford Focus 1.6 Auto Zetec Estate, facelift model, blue metallic, service history, demo and 1 owner.£4,294 

97 (R) Mazda MX-5 1.6 UK Spec, white, 66,855 miles, service history.£3,494 

96 (N) Mazda MX-5 1.6 UK Spec, red, service history.£3,494 

02 (02) Ford Mondeo 2.0 Ghia Tddi Turbo Diesel, air con, burgundy met, climate control, fully loaded, 1 previous owner.£3,994 

97 (R) Mitsubishi Shogun Glx Lwb 2.8 Turbo Diesel Auto, burgendy metallic, 7-seater, service history.£3,994 

01 (51) Ford Focus 2.0 Ghia, silver, 56,803 miles, service history, air con.£3,994 

04 (54) Ford Ka 1.3, blue metallic, insurance group 2, 51,132 miles, service history, 1 owner.£3,494 

95 (N) Mazda MX-5 1.8 California Limited Edition 189/300, yellow, 2-tone leather, service history.£2,994 

00 (X) Peugeot 306 1.6 LX auto, blue metallic, air con, electrics, service history.£2,994 

01 (Y) Renault Clio 1.1 Grande, silver, r/locking, p/steering, sunroof, one owner, service history.£2,694 

96 (N) Mazda MX5 1.8 Eunos, service history, white, air con, power steering.£2,994 

01 (Y) Alfa Romeo 156 T-Spark Veloce 2.0, blue met, 54,732 miles, service history, one owner, air con, full leather. £3,494 

99 (V) Vauxhall Vectra 2.5 CDX V6 Auto, cream leather interior, heated seats, climate, fully loaded.£2,494 

99 (V) Suzuki Vitara 1.6 JX Soft Top, 4x4, 56,466 miles, service history, economical.£1,994 

02 (02) Hyundai Acent 1.4 Auto, power steering, very economical, airbags,.£2,594 

01 (Y) VW Golf GTi 1.8 Turbo, blue metallic, climate, cream leather, VW service history, cruise.£4,994 

02 (02) VW Passat 2.5 TDi Auto Estate, silver, half leather, alacantra, sat nav, climate, service history, fully loaded .. £4,994 

98 (S) VW Nissan Terrano II 2.7 SE TDi Auto, 7-seater, air con, service history, blue metallic.£2,994 

02 (02) Renault Megane 1.4 Coupe Dynamique red, air con, one owner, multi airbags.£2,994 

02 (02) Citroen Xsara Picasso 1.8 SX lucifer red metallic, 51,834 miles, service history, air con, trip computer.£3,994 

01 (Y) Landrover Discovery TD5 GS auto 7 seater blue metalllic, service history.£6,994 

00 (W) Saab 9-5 SE 2.0 T Auto Estate silver, leather, climate, service history.£2,994 

01 (51) Ford Puma 1.6 grey metallic, air con, power steering, electric windows, remote locking.£3,494 

* OPEN BANK HOLIDAY * 


* OPEN BANK HOLIDAY * 


JJ 

A A Approved Warranty Provider | # . 1 

Openina Hours 11-13 Cambridge Road, Stansted 

Stansted R To Saffron Walden . 

Mountfitchet U 

Mon-Fri: 9am-6pm (Opposite Barclays Bank) 

AUTOPOINT^ |jjg^ 

Saturday: 9am-5pm 4 070 Q 4 00 4 A 

Sunday: 11am-3pm 41 1 ' § \ ll Ovl 1 

To Hertford M 

Open throughout Bank Holiday AA Approved Warranty Provider 



SELL 

YOUR 

CAR 

FAST 



FREE UPGRADE 
TO A 

PHOTO BOX 
WHEN YOU 
BOOK 

FOR 2 WEEKS 
FOR DETAILS 
TELEPHONE: 

01992 526661 

YOUR ADVERT WILL BE IN: 

MERCURY 

Observer 

Star 

and on the internet at: 
www.hertsessexnews.co.i 


Observer mercury 

Star //^Advertiser 

GROUP OF NEWSPAPERS 



ALFA-ROMEO 


+f 


JOHN 

WHALLEY 

UNIT 5 

STANSTED ROAD 
BISHOP’S 
STORTFORD 
CM23 2TU 
• SERVICE 
• PARTS 
01279 654181 
www. whal ley- 
integrate.uk.com 



© 


GATES 

MAZDA 

New and Used Car Sales 
• Servicing • Parts 
• MOT 

• Body Repairs 
• Motorbility 

295 STANSTED ROAD 
BISHOP’S 
STORTFORD, 
HERTS 

Tel: 0844 815 2938 

www.gates.co.uk 

Email: 

enquiries@gates.co.uk 


MITSUBISHI 


A 


MITSUBISHI 

GATES 

Mitsubishi 

Sales • Servicing 
• MOT • Repairs 
• Motability 

Chelmsford Road 
Great Dunmow, 

FqqfiY 

Tel: 0844 815 7966 
www.aates.co.uk 


PEUGEOT 




HUNT’S 

MOTOR 

GARAGE 

26 NORTHGATE 
END 

BISHOP’S 
STORTFORD 
• Sales • MOT 
• Leasing 
01279 

653494/653495 

www.huntspeugeot.com 



r j 


CHESHUNT 

MOTOR 

COMPANY 


Sales • Service 
• MOT • Parts 
• Bodyshop 

(Open Seven Days) 

132 TURNERS HILL 
CHESHUNT 

(Five minutes M25, Junction 25) 

Tel: 

01992 625166 

www.cheshuntmotor.co.uk 



HILLS 

TOYOTA 

BISHOP’S 

STORTFORD 

200-210 

DUNMOW ROAD 
BISHOP’S 
STORTFORD 
HERTS 
CM23 5HW 
Telephone 

01279 654335 

www.toyota.co.uk/hills-bs 


VOLKSWAGEN 



SHEPPARDS 

Sales • Service 

• Parts 

• Bodyshop 

• MOT 
Telephone 

01279 757700 

www.sheppards.volkswagen.co.uk 

DANE STREET 
BISHOP’S 
STORTFORD 
HERTS 


M J 

WARNER 

HARE STREET 
BUNTINGFORD 
HERTS 

Telephone 

01763 289472 

VW Service - Parts 
Sales Dealer 
MOT and Bodyshop 

Audi, SEAT, Skoda 
Servicing 

www.mjwarner.co.uk 
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Check out our latest amazing offers! 


0 CITROEN 


GRAND C4 PICASSO 

FLEXIBILITY FROM £14,995* 

WITH 7 INDIVIDUAL SEATS 

0% APR for 4 years with 
40% DEPOSIT on selected models” 


7.9% APR 



Typical" 




MODEL SHOWN: GRAND C4 PICASSO EXCLUSIVE 


< ' '' Free 12 months’ Road Tax on all new Citroen Cars until 31st May* 

• --OM prr—■ nm. — - 





Cl FROM £5,995' 
7.9% APR Typical 

NO DEPOSITwith Elect 3 finance 
on selected models.” 


24 CITROEN VEHICLES 

WITH 120g/kmC0 2 0R LESS! 


C3 FROM £7,295* 

0% APR for 3 years 
with 40% DEPOSIT 


on selected models.*’ 


CALL US NOW! 


C4 FROM £9,925* 

0% APR for 4 years 
with 40% DEPOSIT 

on selected models.” 

MODEL SHOWN: C4 SX 5-DOOR HATCHBACK 


A LOW C0 2 CAR PRODUCER 


Elizabeth Way, 
Burnt Mill, 

Harlow, 

Essex CM20 2HT 


Motorsales (Harlow) Ltd 

0845 257 7202 

www.motorsales.citroen.co.uk 


OFFICIAL GOVERNMENT FUEL CONSUMPTION FIGURES: Urban cycle, Extra urban, Combined (Litres per lOOkm/mpg) & CO 2 Emissions (g/km); 

Lowest: Cl l.Oi (68hp) 5.5/51.4, 4.1/68.9, 4.6/61.4, 108. Highest: Grand C4 Picasso 2.0i 16V (143hp) Auto 12.9/21.9, 6.6/42.8, 8.9/31.7, 211. 

*0N THE ROAD RECOMMENDED PRICES AND OFFERS APPL Y TO QUALIFYING NEW CITROEN VEHICLES ORDERED 13-31/05/08 AND REGISTERED BY 30/06/08 AND INCLUDE VAT, DELIVERY TO DEALER AND NUMBER PLATES, GOVERNMENT FIRST REGISTRATION FEE, AND 12 MONTHS’ 
GRADUATED VEHICLE EXCISE DUTY. BLACK/METALLIC PAINT OPTIONAL AT EXTRA COST. PRICES SHOWN INCLUDE THE DEDUCTION OF THE APPROPRIATE MANUFACTURER’S MODEL AND PART EXCHANGE CASHBACKS FROM THE MANUFACTURER’S ON THE ROAD RECOMMENDED RETAIL 
PRICES. £500 GUARANTEED PART EXCHANGE CASHBACK ON ALL Cl VIBE AND RHYTHM MODELS, ALL C3 MODELS AND ALL C4 (EXCLUDING ’BY LOEB’) MODELS FOR YOUR OLD CAR OFFER WILL APPLY TO CUSTOMERS OWNING QUALIFYING USED NON CITROEN VEHICLES REGISTERED 
UP TO 31ST MARCH 2004 (MARCH 2005 FOR USED CITROEN VEHICLES), WITH A CURRENT VALID TAX DISC AND MOT, THAT IS TRADED IN AGAINST THE PURCHASE OF A QUALIFYING NEW CITROEN WITHIN THE PROMOTIONAL PERIOD. THIS PART EXCHANGE CASHBACK IS THE TOTAL 
VALUE THAT THE CUSTOMER WILL RECEIVE FROM THE MANUFACTURER WHEN TRADING IN THEIR QUALIFYING PART EXCHANGE VEHICLE FOR A QUALIFYING NEW CITROEN. Cl l.Oi VIBE 3-DOOR £5,995 (£7.295 LESS £600 MANUFACTURER’S MODEL AND £500 P/X CASHBACK AND 
£200 DEALER DISCOUNT), C3 l.li VIBE £7,295 (£9,625 LESS £1,830 MANUFACTURER’S MODEL AND £500 P/X CASHBACK), C4 1.4i 16V 90HP LX 5-DOOR HATCHBACK £9,925 (£12,325 LESS £1,900 MANUFACTURER’S MODEL AND £500 P/X CASHBACK), GRAND C4 PICASSO 1.8i 125HP 
LX £14,995. MODELS SHOWN: C4 1.4i 16V 90HP SX 5-DOOR HATCHBACK £11,125 (£13,525 LESS £1,900 MANUFACTURER’S MODEL AND £500 P/X CASHBACK), GRAND C4 PICASSO 2.0i 16V 143HP EGS EXCLUSIVE £20,580. **7.9% APR TYPICAL ELECT 3 FINANCE AVAILABLE ON 
Cl 5-DOOR RHYTHM AND ALL CODE MODELS. 0% APR OVER 4 YEARS AVAILABLE ON C4 AND GRAND C4 PICASSO EXCLUSIVE MODELS AND OVER 3 YEARS ON C3 RHYTHM (EXCLUDING 1.4i 75HP AND SENSODRIVE), ALL CACHET AND EXCLUSIVE MODELS, ALL C4 CACHET, VTR+, ‘BY LOEB’ 
AND VTS MODELS AND GRAND C4 PICASSO VTR+ MODELS. FINANCE SUBJECT TO STATUS. WRITTEN QUOTATIONS AVAILABLE ON REQUEST FROM CITROEN FINANCIAL SERVICES, QUADRANT HOUSE, PRINCESS WAY, REDHILL, SURREY, RH1 1QA, UK. OVER 18S ONLY. A GUARANTEE MAY 
BE REQUIRED. ♦FREE 12 MONTHS’ ROAD TAX (ROAD FUND LICENCE) OFFER COMPRISES AN ADDITIONAL MANUFACTURER SUPPORT EQUIVALENT TO THE 12 MONTH’S GRADUATED VEHICLE EXCISE DUTY APPLICABLE TO THE APPROPRIATE NEW CITROEN CAR kl YEARS’ UNLIMITED 
MILEAGE WARRANTY, NO-FEE CUSTOMER OPTION OF 3RD YEAR DEALER PROVIDED EXTENDED WARRANTY, UP TO A 3 YEAR TOTAL OF 60,000 MILES, ONLY ON NEW CARS SOURCED FROM CITROEN UK LTD. OFFERS, PRICES AND SPECIFICATION CORRECT AT TIME OF GOING TO PRESS 
FROM PARTICIPATING DEALERS FOR PRIVATE INDIVIDUALS AND QUALIFYING BUSINESS USERS. TERMS AND CONDITIONS APPLY. PLEASE ASK US FOR DETAILS. COMPANIES WITH A CENTRALLY NEGOTIATED AGREEMENT WITH CITROEN UK LTD, NATIONAL FLEETS, MOTABILITY, CONTRACT 
_ __ __ HIRE AND DRIVING SCHOOLS ARE EXCLUDED FROM THESE OFFERS. C4, XSARA PICASSO AND C4 PICASSO/GRAND C4 PICASSO OFFERS ARE MUTUALLY EXCLUSIVE. ALL MODELS SUBJECT TO STOCK AVAILABILITY. FINANCE OFFERS APPLY TO 

CI TB ™ KlHr-l ra TA L UK ONLY. GRAND C4 PICASSO WINNER: WHAT CAR? - CAR OF THE YEAR “BEST MPV” 2007 AND 2008. 



ALPHA ROMEO 
GT 2.0 JTS 


54 Plate, Silver, 26,000 miles, 
tax, Mot, FSH. One lady 
owner, excellent condition 
inside and out 


£10,995 

07912 107115 


ALFA ROMEO 147 
TURISMO 

53 Plate, FSH, e/w, 20,000 
miles, one lady owner, MoT 10 
months, air con, CD, excellent 
condition inside and out 

£5,500 

01992 635609 after 
3pm or 07790 
742513 anytime 


SELLYOUR 

CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


AUDI A4 
CONVERTIBLE 

2.4 manual, 2003 (03 Plate), 
metallic midnight blue, 29,000 
miles, excellent condition, 

£12,695 ono 
Gary on 07939 
030554 


BMW 3 SERIES 


3201 SE, 4 dr auto, (Face lift) 
2001, (51). Met Blue, black 
half leather, alloys, a/c c/c, 
abs, park sensors, rc/l, cruise, 
e/w/m fogs, multi a/b, 64K, 
fsh, superb, must see. view 
www.prtradingcompany.co.uk 
Hp/px poss 

£7,995 

07884 100310. 


BMW 3161 SE 
TOURING 

January 03 (52), blue,129,000 
miles, good condition, alloys, 
parking sensors, CD, BMW 
FSH, MoT Nov 08, requires 
new cylinder head 
replacement hence price 

£3,495 

07971 023560 


BMW 3281 
CONVERTIBLE 

1996, 93, 000 miles, manual, 
fsh, MOt, tax, one lady owner 
from new, Boston Green, new 
matching hood, 6 CD, 
computer. 

£4,250 
01799 543143, 
07710 479802. 



CITROEN 
PICASSO 1.8 SX 

51 reg, metallic light Blue, 
52,500 miles, e/w, a/c, PAS, 
ABS, CD/radio, digital dash, 
FSH, MOT, Tax. 

£2,995 ovno 
01992 414356, 
0798 1542814 



FORD FOCUS 
TDCI 

1.8, Climate Zetec, 06, 5-dr, 
black, remaining 
manufacturer’s warranty, 
excellent car, e/w, c/I, a/c, 
alarm, rev. sensors - No 
Canvassers 

£8,995 

01279 841194 or 
07776 327427 



CITROEN C51.8 
LX 50,000 MILES 

1 year Mot, 2001, FSH, a/c, 
c/I, alarm, e/w, CD, p/s, ABS, 
Met Silver, immaculate 

£2,150 

CREDIT CARDS & 
PX WELCOME 
01279 874777 (T) 



FIAT DOBLO 
CARGO M-JET SX 

1900cc, October 2006, white, 
5-dr, immaculate, low mileage, 
as new, taxed 

£6,450 ono 
07860 724837 or 
07736 070049 


AWAITING 


PHOTOGRAPH 

FORD ESCORT 
1.8TD 

(R registration), 5-door 
hatchback, sunroof, PAS, tax, 
MoT 

£650 ono 
01279 653261 
07951 073421 


FIAT STILO 1.9 Turbo 
Diesel, 115 BHP, 5 dr, (52 
reg), Silver, 84K, tax,Mot 
October, FDSH, 

rain/light/reversing 
sensors, a/c, computer, 
55mpg. £2,800. 01371 
872904. 



FORD GALAXY 
1.9 TDIZETEC 

2006 (06), silver, manual, 
24,000 miles, ABS, a/c, alarm, 
alloys, body coloured 
bumpers, r/c/l, CD player, 
Ford FSH, 8 months tax 

£11,995 
07977 468057 or 
01992 500850 


SELLYOUR 

CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


MONDEO AUTO GHIA 

(2001) 58,000 miles, 

FSH, Pas, e/windows, air 
con, CD player, e/roof, 
alloys, years Mot, mint 
condition £1,195 ono. 
07811 343232 (T) 

FORD MONDEO LX. Turbo 
diesel, X reg, service 
history, excellent 

condition, MoT Nov, air 
con. £1295. 07877 

778827 / 01279 724267 

(T) 

ESCORT TURBO DIESEL 

1998, excellent condition 
throughout, Mot 

December, finished in 
Black pearl, stunning car, 
£725. 07710 599298 (T) 

FORD ESCORT 1994/95 
Five door, 1.6, PAS, 12 
months Mot, no tax, £395 
ono. 01279 724997, 

07736 904295 (T) 

FORD MONDEO 1.8 
Verona, 1998, alloy 
wheels, Tax/MOT, good 
condition, £695. 07759 
273800 (eve) (T) 

FORD GALAXY GLX 
1996, years Mot, Silver, 
vgc, £1,095. 01279 

850880, 07896 521946 

(T) 

FORD FIESTA 1.3 Flight, 
2001, years MoT, £1,295. 
01279 441628, 07871 
399874. 

KA 1.3 I STYLE 2002, MoT, 
tax, fsh, 48,000 miles, 
silver, vgc, £2,650. 07961 
924519. 

FORD ESCORT 1.8 
DIESEL TURBO R reg, 
12 months MoT, £695. 
Tel: 01920 411273. 

FIESTA 1998, years Mot, 
five door, sunroof, stereo, 
£695 ono. 07811 343232 
(T) 

ESCORT 1.6 long MoT, 
new battery, clutch gone, 
£150. 01279 420088. 



FORD FOCUS 1.6 
ZETEC AUTO 

5-door, 51 reg, black, 64,000 
miles, FSH, e/w, e/m, c/I, 
heated front/rear screen, a/c, 
CD, alloys, MoT, tax 

£3,095 ono 
01279 792581 
07908 699691 


FORD ESCORT 
1.6 CALYPSO 
CABRIOLET 


1998, Red, Power Hood, 17” 
alloy wheels, Tax, MOT, vgc. 


£1,595 ono. 

01279 639327 
07885 851685 (T) 


FORD FOCUS ESTATE (V 

reg) immaculate 

condition throughout, 
long tax, Mot, fully loaded 
£1,895. 07710 599298 
(T) 


HONDA ACCORD 
2.0 LS 

iyear Mot, 1996, 80,000 
miles, FHSH, c/control, 
factory sunroof, e/w, remote 
c/I, e/m, p/steering, Met 
Silver. 

£795 

01279 874777 

CREDIT CARDS & 
PX WELCOME (T) 



HONDA CIVIC 1.6 
SE EXECUTIVE 


02, black, tax/MoT March 09, 
climate control, FSH, 5-dr 
hatch, ABS, EBD, alarm, 
immobiliser, leather seats, 
alloys,manual, s/r, CD radio, 
one owner, 40,000 miles 

£5,100 ono 

01279 834050 


Hyundai 


HYUNDAI ATOZ 1.0 Midas 
2000 (W reg) five door, 
47,000 miles, FSH, air 
con, years Mot, Tax 
£1,295. 07515 629698 
(T) 

HYUNDAI ACCENT 1.3 

Mot tax September 2008, 
79,000 miles, service 
history, drives well £425. 
01920 420537 (T) 


Jaguar 



JAGUAR XJ8 3.2 

4 door auto saloon, X reg 
(2001 model), 96,000 miles, 
Titanium, abs, air con, 
memory pack, CD 
autochanger, intergrated 
Jaguar telephone. 

£4,995. 

01279 777091 


Land Rover 



LAND ROVER 
DEFENDER 90 

05 reg, 53,000 miles, L/R 
service history, tow bar, alloy 
wheels, bfg tyres, 

£9,500 + vat ono 
07710 806069, 
01799 550148 



FREELANDER 
1.8 HSE 

2004. navy blue, full leather, 
one lady owner, 22,000 miles, 
top spec, Sat Nav, multi CD, 
MoT, tax, FSH 

£9,500 

07799 621000 



LANDROVER 

Freelander 1.8, XEIStation 
Wagon, 1998 (R). Met Racing 
Green, alloys, ASR, traction, 
A/C, e/s, e/w/tailgate, 70,000 
miles. FSH,1 private owner, 
suburb, guar px poss. View 
www.prtradingcompany.co.uk 

£3,495 

07884 100310 


LANDROVER 
FREELANDER 2.0 

TD4 auto GS, stationwagon, 
02 plate, metallic silver, 64K 
miles, MoT Feb, taxed Sept 
08, FSH, recent major service, 
ABS - no canvassers 

£6,990 

0797 4810587 or 
01992 583735 
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FREELANDER 
DUAL FUEL 

1998, one previous owner, 
one year’s MoT, manual, 
108,000 miles, a/c, FSH, e/w, 
reluctant sale due to need of 
a bigger car 

£1,950 

SOLD 


Lexus 


AWAITING 



PHOTOGRAPH 


ML 430 
AUTOMATIC 

2000 (X), Met Silver/cream 
leather, a/c, climate, alloys, 
traction, quality sound, 
54,000 m, FSH. Excellent 
condition (reg not inc.) view 
www.prtradingcompany.co.uk 
Hp &P/x poss. 

£6,995 

07884 100310. 



NISSAN ALMERA 
TINO SE 

2.0 Automatic, 02 reg, five 
seater, abs, CD player, twin 
airbags, air con. 

£3,300 ono 

01920 822721 


Peugeot 



LEXUS RX300 

3ltr. SE-L Auto 2003, grey 
met., 5-dr, HB, ABS, 
climate/cruise Ctrl, electric 
heated seats/w/m/sr. leather 
interior, alloys, screen nav, 6 
CD, many other extras, one 
owner 

£7,995 ono 

01920 444270 



MERCEDES ML 
320 AUTO 

Silver,1999, fsh, 47,000 miles, 
many extras inc towbar/ full 
electrics. Excellent condition, 
ideal for towing. 

£5995 

Tel 01992 620627 


EUGEOT 306 XT AUTO, 

1996, only 61,000 miles, 
5-door, red, electrics, 
sunroof, FSH, tax/ MoT 
2009. £1,100 ono. 

077394 104070 


EUGEOT 406 GTX. V 

reg, 2lt, service history, 
air con, alloys, 12 months 
MoT, excellent condition. 
£850. 07877 778827 / 
01279 724267 (T) 



MG 



MG MIDGET 

1979, tax, MoT, 48,000 miles, 
loads of history 

£1200-00 
01279 416566 



MG TF 1.8 135 
16V 

2002,19,000 miles, silver, 
leather seats, 2 owners, 
alloys, blue tooth, plus extra’s. 
MoT/tax June 08, Immaculate, 
Sad sale due to company car. 

£6,500 no offers 

07900 000809 


Mercedes 



MERCEDES E 
CLASS 

Estate, automatic, diesel 
Silver, 2000, 97,000 miles, 
vgc, MOT until Feb. 

£5213.00 
(Parkers guide 
price) 

07811 355098 
01992 511254 


SELL YOUR 
CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


AWAITING 



PHOTOGRAPH 


MERCEDES Cl 80 

Elegance, auto, estate, 1998 
(R), excellent condition, 
economical, MoT/tax, 2 
previous owners, nice family 
car, very spacious, many 
extras 

£2,950 ono 
077900 78605 
(mobile) 


Mini 



MINI COOPER 

2005 Reg, 18,500 miles, astro 
black, 17.5 alloys, chilli pack, 
rear parking sensors, 
excellent condition, too many 
extras to mention 

£11,250 ono 
Gary on 07939 
030554 


Miscellaneous 


CARS FOR SALE £200- 
£3,000. 01279 443227, 
mobile 07720 421026 
anytime (Harlow). (T) 


CAR SALES £200 - 

£2,000. I supply good 
clean cars. We deliver / 
no obligation, 7 days. 
01438 869802 


Nissan 



NISSAN 

ELGRAND 

1997, only 56,000 miles. 
Economical 3.2 diesel, auto, 8 
comfortable seats, air con. 
The King of the MPV’sl! 

£6250 

01992 467858 or 
07785 911188 


(2007) PEUGEOT 
307 CC 2.0 
SPORT 

Metallic black, leather interior, 
central locking, E/W, electric 
retractable roof, A/C, 17” 
alloys, rear parking sensors, 
5 CD, alarm, immobiliser, 
excellent condition. 

£13,495 ono 
07917 334976/ 
01279 504358 



PEUGEOT 307 
1.6 RAPIER 


2002, silver, colour coded, 5- 
door, 59,000 miles, ABS, 
alloys, c/I, a/c, PAS, new 
tyres, MoT January, taxed 
June, excellent condition 


£3,500 ono 

01707 872515 


07968 762081 



PEUGEOT 307 CC 
180 

silver, 16,000 miles, 2004 on 
a 54 plate, lady owner, FSH, 
black leather interior, air con, 
6 CD, sat nav, parking 
sensors, tax, MoT, immaculate 

£9,500 

07786 944873 


PEUGEOT 307CC 
CONVERTIBLE 

2005 (55), 21,000 miles, Onyx 
Black metallic, alloys, climate 
control 

£9,995 

07917 071945 



PEUGEOT 307 S 

03 Reg, 20,000 miles, long 
MoT, air con, CD player, 
metallic black, immobiliser, 
alloy wheels, one lady owner 
from new, vgc 

£4,000 

07973 329306 


SAAB CONVERTIBLE (N TOYOTA YARIS 1.0 GS 



PEUGEOT 106 
ZEN1.1CC 


2003, red, 3-dr hatch, 44k 
miles, new cat/exhaust, MoT 
March, taxed Sept, e/w, c/I, 
s/r, CD, airbags, PAS, lady 
owner, immaculate 

£2,850 
07774 165608 
(Harlow) 


Renault 


RENAULT MEGANE 1.6, 

02 Reg, pas, a/c, e/w, 
remote c/I, remote stereo, 
abs, new MoT, tax, above 
average miles but great 
runner, £1,395. 01279 
443227. (T) 

RENAULT LAGUNA. 1800 
c/c, W reg, air con, 12 
months MoT, excellent 
condition. £795. 07877 
778827 / 01279 724267 
(T) 



RENAULT 
LAGUNA 50,000 
MILES 

1.6 EXPRESSION 2001, New 
Shape, Mot, a/c, s/r, CD, e/w, 
airbags, p/s 

£1,995 


reg) 2.0 Turbo years 

Mot, £2,250. 01920 
822547(T) 


AWAITING 



PHOTOGRAPH 


SAAB 93 S 
TURBO 

2000 reg, 79,600 miles, fsh, 
a/c, e/w, c/I, and more,radio- 
CD, good condition 

£1,995 

07508 320159. 



SAAB 9-3 SE 
CONVERTIBLE 

2.0 turbo, 2002, black, total 
specs, excellent condition, 6 
months MoT, 4 months tax, 
FSH. The ultimate convertible. 
Ready for summer use 

£8,650 ono 
01395 446741 or 
07775 692485 


SAAB 9000 CS 
2.3 

1996, blue, 4 doors, air con, 
CD, FSH, 12 months MoT, 
taxed, excellent condition 
inside and out 


1999, one owner, fsh, 
MoT & tax till September, 
vgc, fantastic economy, 
£1,950. 01279 506464, 
07821 163487. 



93 BLACK 
TOYOTA 

Celica 2.0 GTR , 4WS. A/C, 
e/m, e/w, p/s. Tax & MoT, low 
mileage, low insurance, very 
reliable. 

£1450 ono 

07790 597562 


SELL YOUR 
CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


VW 


VW GOLF 1.9E SDI, 1999 
(V), 5-door, Jazz Blue, 
94,000 miles, body 
coloured bumpers, FSH, 
PAS, electric sunroof, 
alloys, c/I, immobiliser, 6 
CD changer, MoT/tax 
November, immaculate, 
£2,495. 07917 763143. 


Credit cards & p/x 
welcome 
01279 874777 (T) 



2003 RENAULT 
MEGANE 1.6 16V 

Fidji Cabriolet, 30k, petrol, 
manual, c/c bumpers, power 
hood, abs, p/s, alloys, alarm/ 
immob, a/c, e/w, rear parking 
sensors, lyrs MoT, tax 

£5,450 ovno 
07980 549486, 
01279 316501 


RENAULT 
LAGUNA 1.8 
SPORTS ESTATE 

(X registration), green, alloys, 
sunroof, e/w, e/m, remote c/I, 
new engine, recently serviced, 
CD/radio, MoT February, taxed 
September 

£2,000 ovno 
01992 890107 
07837 223667 


Rover MG 


ROVER CONNOISSEUR 

SE 2.5 auto, 03 
registration, dark blue, 
grey interior, 56,000 
miles, tax, MoT, 
immaculate £4,200 ono 
01992 445329. 


£850 ono 
Telephone 07787 
127110 or Harlow 
01279 419331 


Spares/ 

Accessories 


ROOF BARS genuine 
Vauxhall, lockable, for 
Astra Mk4, boxed & as 
new, £30. Tel: 01992 
718957. 

CAR ROOF BOX largest 
available, cost £488 new, 
accept £250. Tel: 01279 
817817. 

SATELLITE NAVIGATION 
SYSTEM Nav Man, 
ICN500 series, smart ST, 
£75. Tel: 01992 467427. 

CAR RAMP , suitable up to 
medium size, £25. Tel: 
01279 656162. 


Subaru 


SUBARU LEAGACY 
ESTATE2.0 GL 

Automatic, 1999(T), 
silver, 80k, FSH. 
MOT/Tax, £1,450 07958 
246556 


Suzuki 


SUZUKI WAGON R+GL. S 

reg, 1100 c/c, 5 door, 
MoT March ‘09, excellent 
condition. £995. 07877 
778827 / 01279 724267 
(T) 


SUZUKI BALENO 
STORM 1.6 


VW POLO 1.6 CL 1998 (R) 
1 year Mot tax, alloys, 
power steering, electric 
windows, £995. 07515 
629698 (T) 



VW TOURAN 2.0 
TDISE 

Diesel, 2004, (04), auto, DSG, 
40,000 miles, silver, 7 seats, 
one owner, VW serviced, vgc 

£9,450 

SOLD 



VW GOLF V5 

2000, 66,000 miles, five door, 
dark blue, FSH, one owner, 
one year’s MoT, vgc 

£3,495 

01438 880556 or 
07879 882196 



ROVER 214 1996 (P) low 
mileage, 12 months Mot 
no tax, £495. 01279 
724997, 07736 904295 
(T) 

ROVER 100 1.1 (R Reg), 3 
door, years Mot, 6 
months Tax, £595. 07885 
176658(T) 


T reg, Red, spoiler, alloys, 
40,000 miles, 1 years MOT, 
taxed, fsh. 


£1,400 ono. 

01279 833051 


VW GOLF GTI 
1.8T180BHP 

1999 (V), 83,000 miles, silver, 
3-door, sunroof, FSH, 2 
owners, tax, MoT, vgc 

£4,250 ono 

07966 266996 


ROVER 214 GSI 

1994, 5 door, Pas, very low 
mileage, lady owner from new. 
Full Mot, Fsh, 
e/mirrors/sunroof etc. 
Absolutely pristine condition 
throughout 

£850 

07837 090583, 
01279 600757 (T) 


ROVER 1.1 METRO L (K) 

Mot March 2009, 3 door, 
drives well £325 ono. 
01920 420537 (T) 


07703 033995 


SUZUKI SWIFT 
GLX 

1994, 5 door, 1300cc, very 
reliable little motor, Tax and 
MOT 

£460 ono 
Telephone 01279 
655653 


Vauxhall 


VAUXHALL CALIBRA 2.5 

V6, (M reg), 91,000 miles, 
MoT till October, good 
condition, £425 ono. Tel 
07884 220972. 

CORSA 1.2LS, 1993, 

63,000 miles. 3-door, 
years MoT, low tax, good 
condition. £450. 01279 
310294, 07767 366660. 


VAUXHALL CORSA, tax 

June, MoT July, red, 98 
(S reg), £500 ovno. 07506 
679867. 



VAUXHALL 
VECTRA 2.5 V6 

GSI MSD EDITION. 2000 (W), 
Mot and taxm 120 K miles, 
traction and cruise control, air 
con, many extras, vgc. first to 
see will buy 

£3,000 
07841 868773, 
01992 304095 
(after 6pm) 



VAUXHALL TIGRA 
AUTO COUPE 

(S reg). One lady owner from 
new, only 25,000 miles, 
Silver, alloys, a/c, tax Mot, vgc 

£2,295 ono 

07976 725466. 


AWAITING 



PHOTOGRAPH 


VAUXHALL 
VECTRA 2.0 DTI 

16V, manual, 5-dr, electric 
windows, silver, one owner, 
85,000 miles, MoT 09, taxed, 

£3,750 

07789 872757 or 
01279 428915 



RARE VAUXHALL 
ASTRA 


1300 CDTI, Metallic light blue, 
excellent condition, 205 plate, 
A/con,CD player, manual, FSH, 
e/w, Tax and MOT, alloy 
wheels, for viewing call Steve 
on 

07940 515519 

£6,850 ono 


VAUXHALL 
ASTRA 1.6 CLUB 

03, burgundy, 70,000 approx, 
5 months tax, 8 months MoT, 
recently serviced, CD player, 
a/c, e/w, alloys wheels. 

£2,800 ono. 

07709 671392. 


VAUXHALL 
CORSA 1.2 

metallic blue, 1999 V Reg, 
70,000 miles, MoT Nov, 5-dr, 
sunroof, PAS, CD Radio, 
serviced every year, 

SOLD 


VAUXHALL CORSA 1.4 
VEGUS 1997 only 57K, 5 
door, Metallic Green, 
central locking, sunroof, 
alloy wheels, Mot 
September. Excellent 
condition £1,095. 01992 
415182, 07967 196029. 


Commercial 

Vehicle 


DATSUN ONE TON diesel 
pick-up, W Reg, good 
runner and bodywork, 
failed MoT, £300. 07808 
169588. 

ASTRA ENVOY TDI van 

2002, immaculate, Mot 
2009, white £2,150. 
01279 850880, 07896 
521946 (T) 


FORD TRANSIT 
CONNECT PANEL 
VAN 

L200 swb, 04 plate, diamond 
white, genuine 30,000 miles, 
purpose built roof rack, fully 
lined 

£5,300 ono 
subject to vat. 
07956 535475. 



CHEAP CLEAN 
2004/05 FORD 
TRANSIT & 
CONNECT DIESEL 
VANS 

to clear. Ready for work. Hp & 
Px Poss. 

Details 07884 
100310 


RENAULT 
TRAFFIC VAN 
LWB 

1.9TDi, 2005,155,000 miles, 
Renault fsh, 1 Years MOT, 6 
months tax, resonable 
condition. 

£3,950.00 ono + 
Vat 

01279 757835 or 
07714 257997 



GPX 400R 

1 year MoT, 1 year Tax, new 
front and rear tyres, new 
chain and sprockets, new 
heated grips, new spark 
plugs, D reg, cheap first bike. 

£800 

Phone George 
07795 071884. 


MOTORCYCLES Wanted. 
Collection arranged, 
Waltham Cross 

Motorcycles. 01992 

625173. 


Mopeds 


PIAGGIO LIBERTY 50cc, 
52 Reg, 1 owner, low 
mileage, excellent 

condition, £495. 01279 
443227. (T) 


Caravans 


LUNAR ECLIPSE 


4 berth caravan, excellent 
condition, cassette toilet, hot 
& cold water, shower, full 
oven and hob, 3 way fridge, 
end wash room, fully 
serviced, central 
heating,recent full awning and 
annex (needs some new 
poles) 


£2,650 

01763 849964. 


BAILEY 

VERMONT 

2 berth, 2002, c/h, alarm, 
shower, remote caravan 
mover, non-smokers, no pets, 
porch awning, wheel lock plus 
all equipment. Storage site 
available. 

£6,500 

07840 956244. 


CARAVAN 14FT ADRIA 
OPTIMA 4 berth plus 
awning, £1,200. 07729 
996686. 


RAPIDO 32TDE 

2 berth 1994, folding roof, 
washroom toilet, end kitchen 
with grill and 2 burner hob, 
refrigerator, awning, spare 
wheel, mains electric cable. 
Blinds and fly screens to 
windows 

£950 ono 

07749 231026 


MG CARAVANS 

(HERTFORD) Sales New 
and Used, Service and 
Repairs. NCC Approved 
Workshop. FREE 

ESTIMATES. Tow Bars 
and Accessories 
01992 504990 

www.mgcaravans.com 

FOR SALE CARAVAN 
AWNING Bradcot with 
fibre tech fibreglass 
frame in good condition, 
size 775cm, £100. 01992 
583627. 

TOWBARS J&S Mobile 
Towbars fitted at your 
home or work. 01992 
572275 (T). 

CARAVAN/BOAT 
STORAGE, Cassoa gold 
award, secure/private, 
phone for details. 01279 
428372, 07778 856754. 


SELL YOUR 
CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


fife to 
Ditete 


@ 0 ® 
w SM? 


Sf 


For all your Motor Services Advertising 
Telephone: 

01992526666 
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Motor Services 


Tel: 01992 526666 


QUALITY MOTOR 
VEHICLE SERVICING 

QUALITY! QUALITY! QUALITY! 

ARE YOU RECEIVING THE QUALITY SERVICING 

YOUR CAR DESERVES 


at GRAVES 

AUTO SERVICES 


(Established since 1984) 


We offer main dealer specification servicing for 
your vehicle at prices that will SAVE YOU MONEY! 


INTERIM 

SERVICE 

£79.99 


orAiusVan 


MOT 

SERVICE 

£29.95 

Petrol £^jesel|^»licable 



MOT-PETROL/DIESEL • QUALITY SERVICING • CLUTCHES 
BRAKES EXHAUSTS • WELDING • DIAGNOSTICS • TIMING BELTS 


We will not cut corners, just give you the 
BEST QUALITY SERVICE AROUND 

Just give us a try, call us today 

Tel: 01279-421747 

9 Mead Park, River Way, Harlow, CM20 2SE (Near Edinburgh Way)^ 


CAR WA REH □ USF v 


WE WON’T BE BEATEN ON PRICE 



FREE VEHICLE INSPECTION 
SERVICING ALL MAKES 
N TIMING BELTS 

SERVICING^ clutches 

FROM £79 J shocks 

BRAKES 
EXHAUSTS ALL MAKES 
BATTERIES 
ENGINE WORK 
COMFORTABLE WAITING AREA 
FRIENDLY RELIABLE SERVICE 

Tel 01279 453 218 

Unit 13 South Place Harlow Essex CM20 2AP at rear of A+B Cars 


Rjs MOTORS 

Air Conditioning 

Servicing and Repairs 
MOT’s 

Tyres and Exhausts 
Breakdown Service 
Diagnostics 

01279 444423 

8 & 9 Harolds Road, 
Harlow, Essex 
CM19 5BJ 


MOT 

CARS & COMMERCIALS 
CLASS 4, 5 & 7 
FREE RE-TEST 

ADAMS MOTORS 

BURNT MILL • HARLOW 

626105 

Servicing, repairs and 
aircon 


MOBILE 

• Car Servicing 

• Diagnostic Fault Finding 

• Warning lights switched off 

• Crypton Tuning 

• Non Starters, started 

• High emissions corrected 
www.cartune.co.uk 

01992 635144 
07860 229516 


SBR ACCIDENT 
REPAIRS 

Non fault Accident 
Approved Repairer 
MOT Welding 
Free Estimates 

01279 626999 


ABARS CAR AIR 
CONDITIONING 
SERVICE 

Re Gassing from £35 
Fault Diagnosis, Leak 
detection and repairs, 
Compressors from £50 

01279 626230 
07850 304645 


STEVE’S AUTO 
SERVICES 

MOBILE MECHANIC 

All vehicle repairs undertaken. 

Servicing, tuning, MOT 
repairs, welding, brakes, etc. 
Fully-qualified City and Guilds 
mechanic. 

01279 411644 
07973 398820 


AUTO SPARKS mobile 
auto electrician, fault 
finding, fuse blowing, 
starting/charging etc. All 
makes. Tel: Steve 07778 
465091, 01799 542094. 



Mercedes Benz & Smart Specialist 

Service Centre www.simonlight.co.uk 


■ fkradrtg * AijrCDodJLJonlnft ■ Rcfaure - MOT ■ Bxhausci 
* Riitrnn * Tyrrs ■ \‘vri Ijifsc computer diipnnwc equipment 
" Siliafl tafT-Kingl liiieI .ill inukr^ -il irhudni 



CLASS 4 & 7 TESTING 
MOT CENTRE 

Servicing, Crypton Tuning, Gas Analysis, 
Welding, Tyres, Exhausts. Electronic Diagnostics, 
Brakes, etc. 

All cars undertaken. 

FREE MOT WITH FULL SERVICE 

FREE MOT RETEST 

Open 8am-6pm, Monday-Friday; 8am-2pm, 
Saturdays. 

REAR OF SWIFT HOUSE, RIVERWAY 
HARLOW, ESSEX, CM20 2DW 

Tel: 01279 420224 


Scrap Cars 


SCRAP 

VEHICLES 


BEST PRICE PAID 
LEGAL DISPOSAL 

Environment agency licence No EAN/934148 
SAME DAY COLLECTION 7 DAYS ANYTIME 

01992 440467 
07903 530333 

POLITE FRIENDLY SERVICE 


SCRAP CARS 
WANTED 

We pay you a minimum of £80 to 
take away your scrap vehicle or 
van. Also good cars bought for 

01245 403220 
07983 760043 


UNWANTED VEHICLES 


WANTED 

Scrap, Damaged, MOT Failures 



* Licensed Authorised Treatment Facility * 

* DVLA Certificate of Destruction Issued and Electronically sent * 
* Environment Agency Licence No. EAWML75119 * 


CHARLTON RECYCLED AUTOPARTS LTD 

01223 832656 


B & T Motor Salvage 

YOUR LOCAL END-OF-LIFE 
VEHICLE CENTRE 

B & T Motor Salvage offer collection and disposal 
of your old unwanted cars/vans, with/without 
wheels, write offs, MOT failures, etc. 

This includes certificate of destruction issued to 
DVLA on your behalf. 

ENVIRONMENTAL AGENCY LICENCE NO: WML 80638 

B & T Motor Salvage 01707 391333 


WJVij il JJ2 LTU 


ON EVERYTHING 
ALL 

MAKES & 
MODELS OF 
CARS, VANS, 
MINIBUSES, 
BIKES, TRIKES 
& QUADS 

NOW 

OPEN 

7 

DAYS 

A 

WEEK 

8am- 

8pm 

Most 

days 

// 


Unit 30 South Road, 
Harlow CM20 2AR 
www.motsruz.co.uk 



To Advertise Your 
Car call 

01992 

526666 


Vehicle Hire/ 
Rental 


ALLEY 

CAT 

CAR & VAN 
RENTAL 

Brand new and nearly- 
new cars, vans, 4x4s, 
MPV, minibuses. 
Daily, weekly, long term. 
Free pick-up for vehicle 
collection and return. 
Competitive rates. 
HARLOW 
01279 436236 


U-DRIVE 
VEHICLE HIRE 

TRANSITS - LUTONS 
-CARS 
- MINIBUSSES 

Daily-Weekly-Long Term 
Competitive Rates 
All Major Credit Cards 
Accepted 


ALL VEHICLES DELIVERED 
AND COLLECTED FROM 
YOUR DOOR (FREE OF 
CHARGE) 


B.S / Harlow 

0800 4488 808 
07908 676376 

(24 Hour answering) 


CAR RENTAL, Short-long 
term. Earlier cars only 
£70pw with insurance. 
01279 635677, Mobile 
07855 386727 


SCRAP CAR 
DISPOSAL 

Cash on collection 
Collect within one hour 
Certificates direct from DVLA 
Seven days a week 

07776131172 


CASH, ^ 
PAID 

For scrap 
cars and vans. 
Licenced waste 
carrier. 

1^07739 120020^ 


SCRAP VEHICLE 
COLLECTION 

UP TO £150 

cash paid for scrap cars and vans 

Any age/condition/anywhere 
Licensed waste carrier. All 
paperwork completed. Inc. Cert of 
distruction (Please ask) 

01279 414091 

07979 633296 

(Driver Direct) 

Bedford CF’s Always wanted 



HARLOW 

CRANE 

SERVICES 

Scrap cars 
wanted 

£100 collected 

07811 490698 


SELL YOUR 
CAR 

FAST! 

For More Details... 

Telephone: 

Hertford 01992 526666 


Observer mercury 
Star ^Advertiser 

GROUP OF NEWSPAPERS 
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MOT 


WE CAN BEAT 
ALL MAIN 
DEALER PRICES 

WITH FREE F0R SERVICING 
95 RE-TEST CALL FOR DETAILS 


AIR CON RECHARGE 
FROM 


£ 34 . 


FULL £I25 

SERVICE INCLUDES VAT • CALL FOR DETAILS 




inc 

VAT 


FREE TEST 


LATEST STATE OF THE ART EQUIPMENT 
REPAIRS UNDERTAKEN 


WE OFFER THE SAME SERVICE AS ALL MAIN DEALERS 

BUT FOR A LOT LESS!!! 


• SERVICING ALL MAKES 

•EXHAUSTS ALL MAKES 

• AIR CON REPAIRS 

• AIR CON RECHARGES 

• ENGINE 
MANAGEMENT 

• CLUTCHES 

• ENGINE WORK 

• TYRES ALL SIZES 

• BATTERIES 

• BRAKES 

• SRS PROBLEMS 


SPALDING 

AUTOMOTIVE 



m 


5 


£0i 




www.paulspaldingautomotive.co.uk 
WYCHELM TOWN CENTRE HARLOW ESSEX 



in nana to givi 
you a quality service at the 
lowest possible prices! 


AIR-CON REGAS JUST £39.99 


+ VAT 


Annual service on 4 cylinder car to include engine oil, oil filter, spark plugs, top up all fluids 
as required and carry out 61 point check including brakes and is just £99.00 inc VAT 


We offer very competitive pricing on all aspects of vehicle repair on all 
makes and models inc, tyres, exhausts, brakes, timing belts, head gaskets, 
welding, servicing, clutch kit, batteries, MOT's and we always use the 
highest quality parts and lubricants! 


10% DISCOUNT ON ALL OUR RANGE OF SERVICES 
FOR ALL NHS AND EMERGENCY SERVICES 
PERSONNEL AND ARMED FORCES. 


Please note we will require ID cards to confirm employment 


SOUTHERN WAY 


BP STATION 


STAPLE TYE 


WE ARE HERE \ 


WE ARE OPEN MONDAY TO SATURDAY 0800-5.00 

BOOK EARLY 01279 445858 
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Cars Wanted 


Driving Schools 


WANTED 

CARS + VANS 
CASH TODAY 

£600 to ALL CARS CONSIDERED £20,001 

7 DAYS , 1 hour anywhere, 24 HRS 

01279 723366 


££££££££££££££££ 


£ CARS WANTED! 

£ Instant cash and collection 

£ HP settled, all vehicles 
£ considered. Top prices paid 

£ 01279 725553/07710 094433 


££££££££££££££££ 


SELL YOUR CAR TODAY 

We are a local company 
Est for over 100 years 
If your car is year 2003 or newer, 
we WILL buy it today. 

Call our used car buyer 

on: 01992 505251 
op 07831 408333 
after hours 




BEST CASH All vehicles 
and motorcycles. Prompt 
service, ring 01920 
420537, 07763 066555. 


QUICK 

CASH 

For your unwanted 

cars and vans 

£50 - £ 5,000 

Any condition considered 

07923 556927 
CM Autos, Harlow 


WARDEN HILL 

SCHOOL OF MOTORING 

Learn To Drive In One Week 
1st 3 Lessons at £14 each 
• High Pass Rates / Gift Vouchers 
• Student and Block Booking Discounts 

0800 7835953 

www.wardenhillschoolofmotoring.com 


CARS/COMMERCIALS 
WANTED Anything 
considered, high or low 
mileage, MOT failures, 
damaged, Non-runners, 
Scrap, Best prices paid, 
legal Paperwork 

completed, 01279 
434902, 07875 601590 

B & B AUTOS Scrap Yard. 
£20 Guaranteed for any 
car driven into our yard. 
Open 6days (Mon-Sat), 
spares sold, vehicle 
disposal service. End of 
life certificates provided. 
Bishops Stortford 871437 

DON’T SCRAP IT SELL IT 
Cars bought for cash. Any 
age. Any Condition. 
C.A.H Services. Call 
Colin. 07703 596070. 

CARS FOR CASH. 01279 
443227, mobile 07720 
421026 anytime, 

anywhere. (T) 


First 5 lessons 
for only £60! 

(Limited time offer) 


For a fre^^N- 
brochure or to book your 
driving lessons contact 
your local LDC instructor 
David on freephone: 

0800 400 777 

Intensive courses with test 
Theory & Hazard test 
materials available 


l^amerDrjving^comJ 

AUTOMATIC Its Never too 
late with DSA approved 
lady driving instructor. 
Introductory offers with 
Ready Steady Go. 

0800 118 2632. 

www.rsgo.co.uk 
GO AUTOMATIC forget 
clutch and gears learn 
automatic pass quicker. 
0800 0687734. 


CHESHUNT 
SCHOOL OF 
MOTORING 

Established 1976 
Hoddesdon, Broxbourne, 
Wormley, Turnford, Cuffley, 
Goffs Oak, Harlow, Cheshunt, 
Waltham Cross/Abbey 

020 8366 5555 



NO CONGESTION CHARGE • LOW FUEL COSTS ■ 


MANUAL 
INTRODUCTORY 
OFFER with DSA 
approved instructor 
Emma. Contact Ready 
Steady Go. 0800 118 
2632, 07788 754632 

www.rsgo.co.uk 

APPROVED DRIVING 
INSTRUCTOR Jaqui 
English. New Suzuki 
Swift. Professional 
driving tuition. 07957 
781703. 

NEED A GOOD DRIVING 
INSTRUCTOR? Call 
John Kirby on 01279 
315842 or 07887 600540. 



NO PARKING FEES 


FLY 125 



ONLY 

£14.07 A WEEK 

£25 DEPOSIT 

FREE 
HELMET 

ONLY, 

aI^ekVV free top box 

" AND HELMET 

SCOOTERS 01992 471154 

ESSEX ROAD • DOBBS WEIR • HODDESDON • EN11 OAT 

PIAGGIQ @GILERA 

www.glrscooters.co.uk Knowledge packages available 



To Advertise Your 
Car call 

01992 

526666 


Responding to an 
advertisement? 
Then please say 
you saw it in the 


BENGEO CAR CENTRE 

01992 503535 

www.bengeocarcentre.co.uk 


OPEN MON-FRIDAY 9AM-6PM 
SATURDAY 9AM-3PM 
SUNDAY 10AM-2PM 


■ BENGE9 CAR CENTRE - 

Bengeo Street, Bengeo, Hertford, Herts SGI4 3EY 



WITH A MASTER SERVICE. 


HARLOW 

€DINBURGH WAY 

OIE79 454411 


OFF Tj&] 

rsTTf^^Lfir fi 


formula one 

autocentpprc: 


WARRANTIES • FINANCE • PX POSSIBLE 
• CARS BOUGHT FOR CASH 


www.fi autocEntrES.com 

OPEN: MON-FRI 8.30-6.00, SAT 8.30-5.00, SUN 10.00-4.00 

PLEASE NOTE THAT CALLS MAY BE MONITORED AND RECORDED FOR TRAINING PURPOSES 


www.WOODLANDMOTORCOMPANY.CO.uk 

TEL: 01279 725553 MOB: 07710 094433 

VISIT OUR ONLINE SHOWROOM FOR MORE PICTURES & INFORMATION 

PX AND FINANCE POSSIBLE WARRANTY AVAILABLE CREDIT CARDS 



(W) FORD FOCUS 1.8 Zetec, 5 Door Hatchback, SILVER, 
remote central locking, electric windows, ABS, air 
conditioning, power steering, drivers airbag, alloy wheels, CD 
player, lovely example £3795 



(03) RENAULT CLIO 1.2 16 V Expression 3 Door Hatchback, 

RED, 63,000 miles, remote central locking, electric windows, 
sunroof, electric mirrors, power steering, drivers airbag, 
passenger airbag £3495 



(V) PEUGEOT 306 1.8 S 2 Door Cabriolet, SILVER, 59,000 
miles, remote central locking, electric windows, electric 
mirrors, power steering, drivers airbag, passenger airbag, 
alloy wheels, CD player, half leather interior £3795 



(04) RENAULT CLIO 1.2 16V Extreme 3 3 Door Hatchback, 

BLACK, 40,000 miles, remote central locking, electric 
windows, sunroof, ABS, power steering, drivers airbag, 
passenger airbag, lovely condition £4295 



(04) FORD KA 1.31 3 Door Hatchback, BLACK, 
26,000 miles, power steering, low tax insurance, 
ideal 1st car, long MOT, very low mileage £3495 



(S) RENAULT MEGANE 2.D 2 Door Cabriolet , SILVER, 55,00( 
miles, remote central locking, electric windows, electric 
sunroof, air conditioning, power steering, drivers airbag 
passenger airbag, alarm, immobiliser, alloy wheels E349E 



(52) FIAT PUNTO 1.2 Active 3 Door Hatchback, 

BLUE, 31,000 miles, central locking, electric 
windows, power steering, drivers airbag, low tax 
and insurance, ideal 1st car£2995 




(02) FORD FOCUS 1.6 Zetec 5 Door Hatchback, SILVER, 
61,000 miles, remote central locking, electric windows, electric 
mirrors, ABS, traction control, air conditioning, power 
steering, drivers airbag, passenger airbag, alloy wheels £4295 


(04) RENAULT CLIO 1.2 16V Extreme 3 3 Door Hatchback, BLACK, 40,000 
miles, remote central locking, electric windows, sunroof, ABS, power 
steering, drivers airbag, paqssenger airbag, lovely condition £4295 

(T) FORD PUMA 1.7116V 3 Door Coupe, BLUE, 60k, remote central locking, 
front electric windows, electric mirrors, ABS, air conditioning, power 
steering, drivers airbag, alloy wheels, lovely condition £2995 

(X) FORD MONDEO ZETEC, METALLIC RED, 63k, remote central locking, 
power steering, electric mirrors, electric windows, air con, CD player, front 
and rear heated screens, alloys, excellent condition £2995 

(51) MG ZS 2.5 180 4 Door Saloon, BLUE, remote central locking, electric 
windows, electric mirrors, ABS, air conditioning, power steering, drivers 
airbag, alarm, immobiliser, half leather interior, alloy wheels, CD player 

£2995 

(X) RENAULT CLI01.4 Alize 3 Door Hatchback, BLUE, 50,000 miles, remote 
central locking, front electric windows, electric windows, air conditioning, 
drivers airbag, passenger airbag, alarm, immobiliser £2995 

(W) FORD FIESTA 1.25 Zetec 3 Door Hatchback, BLACK, 58k, remote 
central locking, electric windows, sunroof, power steering, drivers airbag, 
alloy wheels, rear spoiler, CD player £2795 

(W) FORD FOCUS 1.6 Zetec 3 Door Hatchback, RED, remote central 
locking, electric windows, electric mirrors, air conditioning, power steering, 
passenger airbag, drivers airbag, alloy wheels, excellent example £2795 
(T) RENAULT CLIO 1.6 RX E 3 Door Auto, BLACK, remote central locking, 
PAS, electric windows, 70k, alloy wheels, excellent example £2495 

(S) VAUXHALL VECTRA 2.0 SRI 140 5 Door Hatchback, SILVER, remote 
central central locking, electric windows, electric mirrors, power steering, air 
conditioning, ABS, drivers airbag, alloy wheels £2295 

(P) MG MGF 1.81 2 Door Convertible, GREEN, remote central locking, 
electric windows, ABS, drivers airbag, alarm, immobiliser, full leather 

interior, alloy wheels £1995 

PART EXCHANGE TO CLEAR 

(V) FORD PUMA 1.71 16V 3 Door coupe, SILVER, central locking, electric 
windows, electric mirrors, air conditioning, power steering, drivers airbag, 
alloy wheels £1995 

(V) VAUXHALL ASTRA 1.61 CD Auto 5 Door Hatchback, SILVER, remote 
central locking, power steering, air conditioning, electric mirrors, electric 
windows, drivers airbag, passenger airbag, alloy wheels, multifunction 
steering wheel £1695 

(V) RENAULT LAGUNA 2.0 8V Alize Auto 5 Door Hatchback, GREEN, remote 
central locking, electric windows, power steering, drivers airbag, electric 
mirrors, air conditioning, alloy wheels £895 

(N) RENAULT CLIO 1.4 AUTO 3 Door, GREEN, power steering, electric 
windows, sunroof, airbag, CD, 40k £795 




(52) RENAULT CLIO 1.2 16V Extreme 3 Door Hatchback, 

BLACK, 27,000 miles, remote central locking, electric 
windows, sunroof, electric mirrors, ABS, power steering, 
drivers airbag, passenger airbag, alloy wheels, CD player, 
excellent example £4295 



(03) FORD MONDEO Graphite, 5 Door Hatchback, GREY, 
remote central locking, electric windows, electric mirrors, 
ABS, multifunctional steering radio controls, air conditioning, 
power steering, drivers airbag, alloy wheels, lovely example 



(53) FORD MONDEO GHIA X TDCI 5 DOOR ESTATE, BLACK, 
67,000 miles, remote central locking, electric windows, 
electric mirrors, ABS, air conditioning, climate control, power 
steering, drivers airbag, passenger airbag, full leather interior 

£6495 



(02) BMW 3 SERIES 330 DIESEL SPORT Saloon, SILVER, 
remote central locking, electric windows, electric mirrors, 
ABS, traction control, climate control, power steering, drivers 
airbag, passenger airbag, side airbags, full leather interior 

£8995 


(X) FORD MONDEO 1.8 Zetec 5 Door Hatchback, RED, 
63,000 miles, remote central locking, electric windows, 
electric mirrors, ABS, air conditioning, power steering, 
drivers airbag, passenger airbag, side airbags, alloy wheels 
CD player£2"" c 



(03) PEUGEOT 206 1.6 S 2 Door Cabriolet, SILVER, remote 
central locking, electric windows, power roof, electric mirrors, 
ABS, air conditioning, power steering, drivers airbag, 
passenger airbag, alloy wheels, CD player, excellent condition 



(X) PEUGEOT 206 1.1 LX 3 Door Hatchback, 

GREEN, 70,000 miles, central locking, electric 
windows, electric mirrors, ABS, air conditioning, CD 
player .£2795 



(T) BMW 3 SERIES 3181 SE 4 Door Saloon, SILVER, remote 
central locking, electric windows, electric mirrors, ABS, 
traction control, climate control, power steering, drivers 
airbag, passenger airbag, side airbags, alloy wheels, lovely 
example £3995 


UNIT 1, CLARKLANDS INDUSTRIAL ESTATE, PARSONAGE LANE, SAWBRIDGEWORTH, HERTFORD CM21 OND 

• WARRANTY AVAILABLE • PART EXCHANGE • FINANCE • CREDIT CARDS 
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e-mail: jobs@hertsessexnews.co.uk 




Contact our recruitment advisors on 


Hertford: 01992 526666 

Harlow: 01279 436231 

Bishop’s Stortford: 01279 506406 



advertising@hertsessexnews.co.uk 

Taking care to give full contact details 


IN PERSON The Media Centre, 
40 Ware Road, 
Hertford SGI3 7HU 


plus 

unfMfr 



cszzns> 


CV match is a unique on-line service 
dedicated to finding you the perfect job. 

...so while you get on with your life, 

CV Match are busy matching your CV 
against our fast growing database. 


To register your CV on our fantastic 
free service simply log on to 

www.hertsessexnews.co.uk/jobs 


Invest in Yourself and Beat the Gloom 


With the supposed credit crunch looming, companies laying off people or being over cautious about recruiting the right person, this may be the time to 
look to invest in your personal development and put yourself right at the top of the pile when applying for a job. 

We can help you to strengthen your CV and become a top level PA; a Book-keeper with Sage Line 50; a Legal or Medical Secretary; a Receptionist; an 
IT Technician and much much more. Our wide range of short courses and longer term Diplomas will help you gain the skills needed by employers in all 
industries. 

Pitman Training courses range from basic computing and keyboard skills to secretarial diplomas, accounting and even web design. But what makes 
Pitman Training different is that it’s a completely flexible way to learn. Unlike traditional colleges, with Pitman you don’t have to wait for the start of a new 
term. You can start learning when you are ready and study at the pace and the time that suits you. Study times can be fitted in around work or family 
commitments and a tutor is always on hand to answer questions and provide encouragement. 

We are having an OPEN WEEK from Monday 2nd - Saturday 7th June. Call into our Office located in the centre of Bishop’s Stortford between the Pizza 
Hut and Saffron Building Society betweenlOam and 5pm and we can talk through your future personal development plans. 

Pitman Training, 15 Market Square, Bishop’s Stortford, CM23 3UT. Telephone: 01279 466200 
Email: bishopsstortford@pitman-trainina.net www.hertsandessextraining.co.uk 


[ training] 



Train to become either a: 

• Legal or Medical Secretary 

• Executive PA 

• Office Administrator 

• Book-Keeper with Sage 50 

Call us NOW for an 
informal discussion 
01279 466200 


BECOME A DRIVING 
INSTRUCTOR 

* NO PREVIOUS EXPERIENCE 
REQUIRED 

> FLEXIBLE WORKING HOURS 
»FULLY MAINTAINED CAR 

> EARN UP TO £600 PER WEEK! 

* UNRIVALLED TRAINING 
LOCAL TO YOU 

FOR MORE INFORMATION FREEPHONE 

0800 288 8855 

www.go-red.co.uk 



3V 2 year UK/EU driving licence required. Course fees apply. 6+ points may prohibit application. Ref 176 


HADHAM ENGINEERING 
REQUIRE 

FABRICATOR 

WELDERS 

Experienced in architectural 
metal works/structural 
steelworks. Must be able to 
work from detailed drawings. 
Good rates. 

Phone 01279 757834 

for application form. 


AFFORDABLE CAR HIRE 

Nazeing, Essex 

Due to successful growth, the following 
positions have been created: 

Customer Services 

The ideal candidate will need to be able to work on 
their own initiative dealing with customer complaints, 
you will be working closely with car rental companies 
and speaking to clients on a regular basis. You will 
need to be meticulous, tenacious and enjoy solving 
problems. We strive to provide an excellent service 
to our clients so this position is key to the success of 
the company. Experience in this field is required, 
product training would be provided. Salary aae. 

Reservations Sales Agent 

Working on a shift rota. Joining a team dealing with 
day to day liaison with clients, and booking car hire. 
Full training will be given. Must have a bubbly 
personality and clear telephone manner. Salary up 
to £14k OTE plus bonuses. 

PHP Developer 

IT graduate considered with PHP/MySQL 
experience. Salary aae. 

No Agencies 
Please send CV to 

humanresources@affordablecarhire.com 


ST EDMUND’S COLLEGE 

ST HUGH’S SCHOOL 


TEACHING ASSISTANT 

Five days per week - term time only 

St Edmund’s College is an Independent, Catholic, 
co-educational day and boarding school for 
students aged 3 — 18 years. 

We require a special person to assist in supporting 
children with educational statements, and to provide 
general support to teachers in the management of 
pupils’ learning in and out of the classroom. 

The successful applicant must have a caring 
nature, possess good communication skills and 
work with a good degree of flexibility. Working 
30 plus hours per week for 5 days per week, term 
time only, to start September 2008. An NVQ Level 3 
or equivalent would be an advantage. Voluntary 
Pension Scheme available. 

For an application and further details, please 
contact Susan Sabin on 01920 824201. 
hr@stedmundscolleae.org 
Closing date is Monday 9th June. 

The College is committed to safeguarding the 
welfare of children, therefore, all candidates will be 
required to undergo an enhanced CRB check 
St Edmund’s College, Old Hall Green 
Nr. Puckeridge, Herts SG11 IDS 


FULL-TIME DENTAL 
RECEPTIONIST 

Our expanding orthodontic practice is looking 
for a bright energetic person ready to take up 
the challenge of working in a team-orientated 
environment, as a full-time receptionist. 
Experience preferred but not essential. 
Please send written CV to: 

Miss L Pietersen 

30 Stansted Road, Bishop’s Stortford, 
Herts CM23 2DX 


PART-TIME SALES 
ASSISTANT 

required. 

Must be flexible, possess a pleasant 
personality and be able to use their own 
initiative. No experience necessary as 
training will be given. 

For details please telephone 
CARPET CARE OF SAWBRIDGEWORTH 
on 

01279 724878 


Workshop/Service Engineer 

Salary negotiable 

Workshop/service engineer to repair 
espresso coffee machines at our Harlow 
workshop. Experience preferred, but training 
also provided. 

Send your CV to: Mr Q De Luca, Espresso 
Service Ltd, Unit 1, Hertfordshire 
Business Centre, Alexander Road, 
London Colney, Herts AL2 1JG, 
or email: 

qdeluca@espressoservice.co.uk flnfa 


ARLSTOCRA1 


Men swear 

Require an experienced 

SALES ASSISTANT 

To sell designer wear from their 
Bishop’s Stortford shop. 

A good personality required and a keen 
interest in fashion essential. 

5 day week inc of Saturday. 
Salary negotiable. 

Call Chris on 01279 652019 


BAR STAFF 

required for 
country pub, 
various shifts, own 
transport essential. 

Ring David or 
Valerie on 

01279 434388 


DRIVING 

INSTRUCTOR 

WANTED 

Full or part time 
within local 
driving school. 
Qualified or 
trainee. 

0800 019 0800 

bensonsom.com 


ELECTRICAL DESIGN & 
DEVELOPMENT ENGINEER 

£30k-£35k plus benefits 

Due to business growth, we wish to recruit an 
Electrical Engineer for a wide ranging role 
within our Ware Engineering Department. 
The main responsibilities include: electrical 
design; engineering support for our range of 
transformer, distribution and protection 
assemblies; technical sales support. 
Suitable candidates will possess: an electrical 
qualification; a working knowledge of 
BS7671; a confident outgoing personality 
with excellent verbal and written 
communication skills; computer literacy 
including AutoCAD and MS Office. 
Transformer and mechanical design 
experience would be a positive advantage. 
Candidates must apply to: Mr J. M. Lay 
Blakley Electrics Ltd, Marsh Lane, 
Ware, Herts SG12 9QQ 
www.blakley.co.uk 



BISHOP’S STORTFORD COLLEGE 

SENIOR SCHOOL 

HMC Independent Co-educational School for Boarding and day pupils (13-18) 

Required for SEPTEMBER 2008 

PART-TIME TEACHER OF 
HISTORY 

A well qualified graduate to teach Year 9 History in this successful and 
popular department, with the possibility of contributing to GCSE and A 
Level in the future. The successful candidate will have an enthusiasm 
for history and for teaching. Contributions to the sporting and/or extra 
curricular life of this thriving and expanding school would be welcomed. 
Salary according to qualification and experience is above national 
scale. 

For further details and an application form, please contact: 

The Headmaster’s Secretary: Tel: 01279 838603, Fax 01279 836570, 
Email: hmsecretarv@ bsc.biblio.net or visit our website at 
www.bishops-stortford-college.herts.sch.uk 

Applications to: 

The Headmaster, Bishop’s Stortford College 

10 Maze Green Road, Bishop’s Stortford, Herts CM23 2PJ 

with CV (including names and addresses of two referees) letter of 
application and Employment Application Form 
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Tel: (01279) 506406 • Fax: (01992) 526686/526687 


EXPERIENCED 
ACCOUNTS CLERK 

required for busy freight forwarder in Thornwood. 
Working within a small team the successful candidate 
will be able to work on their own initiative, have a good 
telephone manner and show particular attention to 
detail. Experience in sales ledger, purchase ledger and 
credit control would be a particular advantage. 
Remuneration dependent on experience. 

Please apply to John Hodges 
Jonen Shipping Ltd, High Road, Thornwood 
Common, Epping, Essex, CM16 6NA. 


24x7 Ltd 

PART-TIME CAR 
DRIVERS and ESCORTS 

Wanted for home to school contracts. 

Good rates of pay. Car provided. 
School days only. Open to all, retired, 
semi retired, etc. 

Telephone 

07795 560764 or 01279 817007 


❖ 


ITT 


Part of ITT, a major local employer for over 40 years, and leading 
manufacturers of quality pumps for the marine, pharmaceutical 
and food processing, industrial and construction markets. 


DISTRIBUTION SERVICES MANAGER 

We are looking for an applicant used to working as part of a team, happy with accurate and 
tight deadline expectations and who can work with people at all levels and disciplines. 

This is a hands-on role where you will be responsible for the control of our materials 
handling and export documentation team, organising picking and daily shipments of 
products to customers worldwide. The role includes the management of our goods receiving 
area and the finished goods stores, including all inventory control and cycle counting. 

You will have a minimum of 5 years demonstrable experience in controlling a computerised 
pick, pack and despatch operation, and in managing both operational performance and 
change initiatives. 

The main elements in this area are staff management and motivation using excellent 
communication skills with the team and both our internal and external customers. A major 
driver in this role will be your experience on the shipping and freight forwarding processes 
as we have tight customer deadlines and high quality expectations. 

Our full-time benefits and conditions, which include 25 days holiday, contributory pension 
and a subsidised restaurant, are all you would expect from an ISO 9001/14001/18001 
approved company and a member of a worldwide corporation. 


Please submit a full CV together with your current 
and future salary expectations to: 

HR Department, ITT Jabsco, Bingley Road, Hoddesdon, 
Herts EN11 0BU 
Telephone: 01992 450145 



STABLE STAFF 

to work with brood 
mares and foals, 
required full time. 

Five days a week to 
include alternate 
weekends at this 

private yard in Much 
Hadham 

Tel. 01279 842483 or 
07966 760146 


DOO DAH’S 
HAIRDRESSING 

BISHOP’S STORTFORD 

require 

Qualified STYLIST 

Also 

JUNIOR 

for apprenticeship. 
Must be enthusiastic. 


NEW CAREER IN HARLOW 

Make that positive change to a really rewarding 
job. Become a CARE ASSISTANT providing care 
to elderly people in their own homes. Areas & 
hours to suit. Good rates. Car drivers preferred. 
Some positions in Epping area also available 
FULL TRAINING GIVEN 
'phone Jo on 01708 851166 


iPj.lMilirr 


Due to rapid growth 

Paul Miller’s Property Management require 
an 

OFFICE ADMINISTRATOR 

Have you got excellent administration skills 
that could support our property team? The 
ideal candidate must have strong Microsoft 
office skills, excellent numerical and 
literacy skills. The ability to work as a team 
member and on your own initiative is 
essential. 

To apply please send full CV with a 
covering letter to 
paul@paulmillerslettings.co.uk 


Looking for a change 

Get your fobt 
in the doot 


if potential 


just place your C 
on oiir national < 
then sit back an 



Barn Kids Holiday Scheme 

is seeking an 

ENTHUSIASTIC, 
ENERGETIC PERSON 

to help plan and supervise exciting activities for children 
aged 4-14 years old, during school holidays and half 
terms (11 weeks per year). 

You will need some experience of working with children 
and have a spirit of adventure as a great deal of time is 
spent out of doors. If you enjoy helping children to build a 
Den in the woods and participating in all kinds of sports 
then you are the person we need. 

You will be given full support to manage this position. 
To find our more about this opportunity please 
contact: Mrs J M Barnard 
25 Barnard’s Field, Bardfield Road 
Thaxted, Essex, CM6 2NJ. 

01371 831296 


PRO 


LICHT 


UK LINIVIO 

Senior Contract Controller 

Minimum of 3 years commercial experience 
controlling multisite installation or maintenance 
operations via field based engineers in this or a 
related industry. Our blue chip petroleum and 
automotive clients have high Health & Safety 
standards and service expectations. You will 
need to be reliable, commercially aware, self 
motivated and keen to develop your potential in a 
growing company. 

Warehouse Supervisor 

A hands on approach is required to take control 
of our enlarged storage facility and develop a 
wider role in the company. With a minimum 3 
years experience as a Senior Storeperson or 
Warehouse Supervisor and holding a current 
forklift ticket, you will be looking for the 
oppotunity to stretch your existing skills and 
experience into other areas of the company’s 
operations. Previous experience in van fleet 
control would be an asset. 

We an an equal opportunities company 
offering good terms and conditions of 
employment. 

Please send a CV with full employment 
history to: Mrs J Franklin, 

Personnel Department, 

14 Spire Green Centre, Flex Meadow, 
Pinnacles West, Harlow, Essex, 

CM19 5TR 

Email: j.franklin@prolicht.com 
Tel: 0844 412 2230 
Fax: 0844 412 2231 


CATALOGUE 

DISTRIBUTORS 

Required £100-£400 

pw. Flexi hours 

0208 338 9161 

www.everlastingincome.c 
o.uk 


EARN £50 TO £500 per 

week, del/col catalogues, 
minimum outlay. Call 
01462 289298 (24 

hours). 


DIRECT SALESPEOPLE: 

Company car, qualified 
appointments and over 
20% commission and 
bonus. Do you want 
£1,000 per deal and over 
£80,000 a year? 
Telephone 0800 526486 
or 0800 7836930.nc. 

Quote Ref: 21-027-3 


DIRECT SALES Positions. 
Matrix Direct Sales are 
looking for Sales Agents 
to work in-store selling 
Sainsbury’s Energy. 
Energy sales experience 
is advantageous but not 
necessary as full training 
is provided. This is a self- 
employed role for people 
wanting to earn average 
commissions of £600- 
£900 per week on this 
Dynamic Nationwide 
Sales Campaign. OWN 
TRANSPORT 
ESSENTIAL. Call Hayley 
now on 01202 555999. 


Prisoner ' * 

Custody Officers 
Hatfield & Hertford 
Magistrates Courts 

£17,662 pa + £1000 demographic allowance 

Average 40 hours per week 

GSL Court Services provides essential services at 
courts and transports over half a million people a 
year between courts, prisons and police stations. 
Maintaining security, conducting searches, 
accompanying people in court, dealing with people 
and their property within the court system and 
completing documentation are just a few of the 
things you’ll do in this busy role. 

Being a Prisoner Custody Officer (PCO) isn’t just 
about keeping people behind bars or driving them 
from A to B in secure vehicles. It’s also about being 
vigilant, versatile, non-judgmental, disciplined and 
treating people with respect and consideration. 

If you can remain calm under pressure, adapt to 
changing situations and have a full UK driving 
licence along with the ability to work one in three 
Saturdays, you could train for a career that’s both 
challenging and rewarding. 

If you think you’ve got what it takes to be a PCO, 
call us now on: 01909 504070 Mon-Fri, 8.30am- 
6.00pm quoting ref: HMPC05 by 30th May 2008. 
www.gslglobal.comfcareerfcurrent_vacancies 

Please note that these vacancies are subject to a 10 year 
checkable history and the strict vetting standards set by GSL 
and the Secretary of State for the Home Office. 




SMITH’S (HARLOW) LIMITED 

^ Barrows Road, Pinnacles, Harlow, Essex CM 19 5AT 
. Tel: (01279) 425641 Fax:(01279)412674 


Smith’s (Harlow) Ltd is an engineering company specialising in the manufacture of 
aero-engine and airframe components. 

Due to expansion within the business, we have vacancies for the following: 

CNC Vertical Borers/CNC Turners 
CNC Machining Centre Operators 

Applicants must have a good/sound engineering background, with a good knowledge of 
CNC operations. 

Mechanical Inspector 

Applicants must be fully conversant with all forms of inspection techniques, with an 
understanding of auditing procedures and a knowledge of CMM operations. 

For the above positions we offer top rates of pay, 25 days holiday a year and various 
benefits, which includes pension and bonus scheme, after qualifying period. 

Please phone for an application form. 


Bank Legal Secretaries 

Nockolds LLP are a long established firm of Solicitors 
based in Bishop’s Stortford and due to our continued 
expansion we are now looking for additional temporary 
Bank Secretaries to provide holiday and absence cover 
throughout the year as and when required. 

You must be an experienced audio secretary who is 
flexible and has excellent secretarial, communication and 
IT skills. Legal experience in a variety of areas would be 
advantageous. 

Please send your CV and covering letter to:- 
Sue Stevenson, 

Human Resources Manager, 

Nockolds LLP, Market Square 
Bishop’s Stortford, 

Hertfordshire CM23 3UZ 
01279 712519 
email sts@nockolds.co.uk 

For further information about Nockolds LLP 
and the services we provide please visit our 
website at:- www.nockolds.co.uk 



Martin Mathew & Company 

Fine Food Importers and Distributors 

Due to expansion we are now seeking the following people to join our busy 
commercial trading office based in Cneshunt. 

EXPERIENCED ADMIN ASSISTANT 

An experienced and responsible person required to join our Admin Team 
dealing with all aspects of our business. The role will require a confident 
telephone manner and the ability to input data accurately and quickly with a 
sound knowledge of Word and Excel. Previous order processing, ledger or 
stock control experience would be an advantage but full training will be 
given. There will be a varied workload with lots of contact with overseas 
suppliers as well as dealing with our customers’ order and delivery needs. 

TRAINEE SALES ASSISTANT 

An excellent career development opportunity for a highly motivated and 
conscientious individual to strengthen and provide administrative support to 
our Sales Team who are both office based and in the field. Full training will 
be given to the candidate who demonstrates positive attitude and a 
willingness to learn and progress within the Company. You will need to be an 
excellent communicator, computer literate and be fully conversant with Word 
and Excel. 

Please send your CV to Loraine Haydon, Martin Mathew & Co. Ltd 
140 High Street, Cheshunt, Herts EN8 0AW. 
lorainehavdon(a)martinmathew.co.uk 


Seeking a new 
career in sales? 

Henry Recruitment is one of the UK's leading technical recruitment agencies 
providing both permanent and temporary staff to the UK's construction industry. 
To facilitate our continued growth and expansion we seek dynamic ambitious 
sales staff. Previous experience within the recruitment arena is not necessary, 
however the ability to demonstrate past success in a sales environment is. 

Salary subject to experience, training provided, numerous benefits, along with 
uncapped monthly and annual bonus schemes, and NO London commuting! 

Please contact Kathryn Marks, on 01279 466177 
or email kathryn@henryrecruitment.com 
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Rowland Ridgewell Ltd 

Require 

SKILLED VEHICLE 
TECHNICIAN 

Top rates of pay. 

Telephone 01279 654408 


CAD TECHNICIAN 

We are an established Structural Engineering 
Consultancy located in the centre of Hertford, with a 
broad range of interesting projects. We actively seek 
an experienced CAD Technician, preferably with an 
architectural or structural background, to assist with 
our developing workload. 
CHARTERED STRUCTURAL 
ENGINEER/GRADUATE 
We are also seeking an Engineer with an ability to work 
on their own initiative and take responsibility for 
projects. 

Attractive salary packages and stimulating work 
environment. 

Please apply to: Rodney Woods Bailey & Smith, 

17 Bull Plain, Hertford, Herts SG14 1DX. 

Tel: 01992 538200 email: rwbs@btconnect.com 


BRICKLAYERS & 
HOD CARRIERS 

required in 
Bishop’s Storford 
area. Long run of 
work/good rates of 
pay 

TELEPHONE 

07778 028846 


Full time/Part time 

BARBERS 

Required 

Must be 
experienced 

Rent a chair basis in 
a very busy shop. 

Waltham Abbey 

07970 080737 


Established business relocating to Harlow requires: 

SALES OFFICE/CUSTOMER 
SERVICE STAFF 

circa £7.70 hour. 

ACCOUNTS ASSISTANT 

circa £8.00 hour. 

WAREHOUSE STAFF 

circa £5.75 hour. 

ALL FOR IMMEDIATE START. 

Email cv to: jonathan@sunburyfabrics.co.uk 
or write to Jonathan Lewis, Sunbury Fabrics, 

1 Andrews Road, London, E8 4QL. 


■ 3 

TEMPORARY LABORATORY 
TECHNICIAN 

A long established Company based in 
Epping, specialising in the processing of 
natural food ingredients and hydrocolloids 
is seeking a Temporary Laboratory 
Technician to join a small technical team 
for a six month period. Reporting to the 
Laboratory Supervisor, the successful 
applicant will be responsible for the testing 
of raw materials and finished product 
using methods conforming to ISO 9001 
procedures. 

The technician will also be responsible for 
equipment calibration requiring good 
record keeping skills. Experience of 
working in a laboratory environment 
together with a strong scientific 
background is necessary. Some practical 
food chemistry experience is preferred, but 
not essential. 

An attractive salary and benefits package 
available to the right candidate. Please 
send your CV in the first instance to Miss 
Jenny Mayes, Technical Manager, Arthur 
Branwell & Co Ltd, Bronte House, 58-62 
High Street, Epping, Essex CM16 4AE. 


Neon 


DOTAL 

Estate Agent? 

Stagnant market.? 

Loss of earnings.? 

Looking for a career 
change.? 

Neon Digital is a rapidly expanding, 
dynamic organisation, offering high 
earning potential, in a buoyant market 
place. 

If you are an experienced sales person 
looking for a career change, contact our 
London office on 0208 282 1676 or send 
your CV to recruitment@neon- 
digital.co.uk pa 


Hertford Regional College 


Marketing Manager 

Salary: £26,920 to £29,773 (plus 0.5% CPD allowance) 


Ref: T0104 


Hertford Regional College is a large Further Education College offering a wide 
range of courses for school leavers and adults. Now is an exciting time to join 
us as we are implementing a £65m programme to transform the College's estate 
to provide resources and facilities for learning that are amongst the best in the 
country. We are also expanding our portfolio of training and services to employers 
under one "business solutions@hrc" brand.This is an excellent opportunity to 
raise the profile of the College and attract more students. 


We are looking for a talented individual who will be key to achieving our ambitious 
plans. As Marketing Manager you will be responsible for developing and delivering a 
highly effective marketing strategy across all media to achieve growth targets. 

You will manage the relationship with Different, our award winning design agency, 
and lead the marketing team. Educated to degree level with a marketing qualification 
and demonstrable experience across all aspects of the marketing mix, you will be 
a proactive, ideas person who can drive forward the strategy in new and exciting 
ways. You will be a self starter, with excellent written and oral communication skills 
along with strong organisational and project management skills. 


The benefits package for this post includes a competitive salary, 
membership of a Final Salary pension scheme and excellent 
Staff Development opportunities. 

For an application form please contact the HR Department, 
Hertford Regional College, Broxbourne Centre,Turnford, 

Herts EN10 6AE.Tel: 01992 411509, email: hr@hrc.ac.uk 
quoting the reference number. 

CVs will not be accepted. 

Closing date: 4th June 2008 

www.hrc.ac.uk 


VOCATIONAL 

EXCELLENCE 


INVESTOR IN PEOPLE 



Valuing diversity and committed to equality of opportunity 


Make it real. 


in p 


Sales & Database Administrator 

Hertford based Photo Library is seeking an enthusiastic 
individual with a good eye for detail to join their small 
team. 

It is essential the candidate has a well grounded 
knowledge of using PC based programs, including Excel 
and Word and is familiar with using email and the 
internet. 

The position involves dealing with sales enquiries and 
therefore requires an excellent telephone manner. The 
role also includes database input, credit control and a 
small amount of market research. 

Please submit CVs by Friday 30 May with salary 
expectations to: In-Press Photography Ltd, 
Green Dragon Vaults, Parliament Square, Hertford, 
Herts, SG13 1PT 

(mark envelope: Photo Library job application) 
or by email to: sales@in-press.co.uk 


mode 

SALES TRAINEE 

The ideal candidate would be enthusiastic, hard 
working and eager for personal development. 
We are committed to giving successful 
candidates the training required to join our 
experienced team of professional sales people. 
Contact Fred Jones 

0845 223 2203 

Mode Copiers Ltd, Mode House, Thundridge 
Business Park, Thundridge, Ware, Herts. 


HAILEYBURY 


Hertford SGI 3 7NU 
www.haileybury.com 


TEACHER OF 
ENGLISH 

(PART-TIME) 

from 1 September 2008 

HMC, mainly boarding, co-educational 
school of 758 pupils. 

Applications are invited from well 
qualified graduates to teach English on a 
part-time (0.3) basis. 

Applications, including a full curriculum 
vitae and the names of two academic 
referees should be sent to The Master, 
Haileybury, Hertford, SG13 7NU, from 
whom further details are available. 

Tel: 01992 706204 Fax: 01992 706283 
E-mail: g.barber@haileybury.com 
Closing date: Wednesday 4th June 2008. 


HOWE GREEN HOUSE SCHOOL 
Great Hallingbury 
Bishop’s Stortford 
Herts CM22 7UF 

Telephone (01279) 657706 
Fax: (01279) 501333 
E-mail: parlane.hqh@lineone.net 
www.howegreenhouseschool.co.uk 

Independent co-educational day school 
for 2 -11 year olds 
REQUIRED WITH EFFECT FROM 

SEPTEMBER 2008 

FULL TIME NURSERY ASSISTANT 

Hours 8.30am - 4.00pm. We are looking for a 
caring, flexible, fun loving person to join our 
Nursery Team to work with 2 - 3 year old children. 
Rate of Pay £6.24 per hour (pay award pending) 
NVQ 2 in Childcare & Education or equivalent 
qualification preferred but not essential. Please 
telephone for an application form and further 
details of the post. 

FULL TIME JUNIOR TEACHING 

ASSISTANT 

An exciting opportunity has arisen for a full time 
Teaching Assistant to work in our Upper Junior 
Department. The ideal candidate will have had 
experience of working with children in an 
educational setting. A teaching assistant 
qualification is preferred but is not essential. 

Salary negotiable depending upon qualifications 
and relevant experience. 

Please telephone for an application form and 
further details of the post 

Howe Green House is committed to the protection 
and safety of its pupils and therefore candidates will 
be asked to apply for a CRB Enhanced Disclosure. 

Closing date for for both posts is Friday 30th May 2008 

NO AGENCIES 



TP? 

TOP-FLIGHT PERSONNEL SERVICES LTD. 

2 Adams House, Terminus Street, Harlow CM20 1BD 

ELECTRO-MECHANICAL INSPECTOR Harlow £18,500 

Local company is seeking an experienced Electro/Mechanical Inspector to 
work in Quality Assurance. Key tasks will include inspection of electronic 
and mechanical test equipment operating under ISO standards. This would 
suit someone able to read electro/mechanical drawings and specifications. 

IT FINANCE ADMINISTRATOR Harlow £20,000 

Excellent opportunity for someone with an understanding of P&L and 
forecasting to work providing financial admin support in a busy IT 
department. Good Excel skills required. 

INTERNAL SALES ENGINEER Hertford to £22,000 

This office-based position would suit someone who is customer focussed 
and quick to learn. Working as part of a team you should be professional 
and have previous experience of working in a technical sales background. 
Excellent product training provided. 

Tel: 01279 412771 Fax: 01279 444520 
Email: enquiries@topflightpersonnel.co.uk 
(employment agency) www.topflightpersonnel.co.uk 


I- & E _Q_ 

The Bishop’s Stortford High School 

London Road, Bishop’s Stortford, Herts CM23 3LU 

e-mail: vacancv@tbshs.herts.sch.uk Website: www.tbshs.herts.sch.uk 


EXAMINATIONS & COVER OFFICER 


TERM-TIME + 2 WEEKS (41 WEEKS PER ANNUM) 
37 HOURS PER WEEK 

This key position involves responsibility for matters relating to the 
organisation and timetable of internal and external examin a tions and the 
day to day administration of cover for absent teachers. 

Applicants should be able to work cheerfully even when under pressure. A 
good working knowledge of school administration would be an advantage. 

Salary depending on experience. 

Please ring 01279 869521 for an application form and job description. 
These can also be downloaded from our website www.tbshs.herts.sch.uk 

Applications to be received by Monday 2nd June. 


Bupa Care Homes 


www.bupa.com 



Bishop's Stortford, Hertfordshire 


Due to the opening of a new Dementia Care unit at our 
59 bedded home, we are looking for the following roles: 


RGN/RMN 

If you're an RGN/RMN hoping to broaden your skills and if 
you have some experience of elderly care; you'll fit right into 
our team. And because this is Bupa, you'll receive excellent 
training and support. 

Activities Organiser 

We're looking for an activities organiser to help provide a wide 
range of activities to promote the physical and mental 
wellbeing of our residents. So, if you have good practical skills 
and an interest in arts and crafts this could be the job for you. 

Housekeeping Supervisor 

If you have experience of managing a team and can help 
maintain the highest levels of cleanliness, hygiene and safety in 
our 59-bed home - join the team. You'll supervise the work of a 
small housekeeping team, ensuring effective work is delivered. 
You'll also be responsible for training and developing your staff, 
ensuring cleaning materials are ordered and distributed as well 
as managing rotas. 

Care Assistants 

We want caring and motivated individuals to join our friendly 
team. Experience is preferred, but is not essential, as training 
will be given. 

To apply or for more information, please call Clare Holland, 
Home Manager at Premier Court Residential and Nursing 
Home, on 01279 758585. 

If successful, you must gain enhanced-level disclosure from the 
Criminal Records Bureau, www.disclosure.gov.uk 
Bupa Care Services is an equal opportunities employer and appoints 
solely on the basis of ability. 


o 
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CALLING ALL 

DRIVERS!.DRIVERS!.DRIVERS! 

We are specialist suppliers of temporary driving and industrial 
personnel and operate from 11 locations around London & the 
South East. Our Harlow & Enfield offices are so busy they are 
currently turning work away on a regular basis for the following 
categories of driver; 

LGV Class 1 Days ... up to £10.00 ph + o/time 
LGV Class 1 Nights ... up to £12.00 ph 
LGV Class 2 Days ... up to £9.00 + o/time 
LGV Class 2 Days - Draywork ... up to £9.50 ph 
7.5 tonne Drivers ... from £7 ph + o/time 
HIAB Drivers ... up to £11 ph + o/time 
3.5T/Transit Multidrop ... up to £6.50 ph + o/time 

Trunking ... Nights... Days ... Weekends ... 

Odd days ... Early Starts ... Temp to Perm ... 

You must have experience of the above, and be able to 
provide references as proof. You must also have a clean 
licence with a maximum of 6 points. Your own transport would 
be preferable as it would give you access to more jobs 

Call either Elliott or Nadine on 

01279 450000 

between 7 a.m. and 5 p.m. Mon-Fri 

■ ■ □ extrastaff 

the driving and industrial specialists 
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PART TIME 
ADMIN PERSON 

required 

For busy automotive mail order company, 
must have Sage experience. 

Duties will include liaising with both 
suppliers and customers, processing, 
invoicing and general office duties. 
Good telephone manner essential. 
Minimum 20 hours pw, flexible to suit you. 
We are a small friendly company based in 
Takeley. 

Contact Ian Hargreaves 

01279 873428 


CAMttUIIMiC: 


We have a number of exciting opportunities 
within our Education Group for experienced 
publishing professionals and the publishing 
professionals of the future. 

Please visit www.cambridge.org/uk/jobs 


Fja CAMHH1IHSE 

^ I./MI h i-KI.KS 


ST EDMUND S COLLEGE 

ST HUGH’S SCHOOL 


HMC, Catholic, Fully Co-educational, Day and 
Boarding School for children aged 3-18 

Old Hall Green, Ware, Hertfordshire SG11 IDS 

NURSERY NURSE 

Required from September 2008 - Term time only 

We are seeking to appoint a well-organised, friendly 
and enthusiastic Nursery Nurse to assist the 
Nursery Teacher in providing a happy, safe and 
stimulating environment within the Nursery at St 
Hugh’s School. The successful applicant will be 
caring, motivated, energetic and creative, whilst 
working as part of a team and with parents. 
Ongoing support and career development available. 
An NVQ Level 3 or equivalent qualification is 
desirable. Voluntary Pension Scheme available. 
Whilst we are proud to be England’s oldest Catholic 
school, we welcome applications from colleagues of 
all faiths who wish to be part of our special ethos. 
An application pack can be obtained from 
Jennifer Blyth on 01920 824224 
email hr@stedmundscolleae.org 
Closing date for applications is 9th June. 

The College is committed to safeguarding the welfare of 
children, therefore, all candidates will be required to 
undergo an Enhanced CRB check 


pjjcfty 
13 electrical 
Q factors ltd 

FIELD SALES 
ACCOUNT 
REPRESENTATIVE 

City Electrical factors are currently 
recruiting field sales representatives 
for our Harlow branch. We have 
become a market leader by employing 
individuals who are passionate about 
their role and focused on our 
customers requirements helping us 
create outstanding service for our 
customers, formal qualifications are 
not essential. The A levels we are 
looking for are APTITUDE AND 
ATTITUDE. Aptitude empowers you 
and give you the ability to do the job 
BUT it’s attitude that gives you the 
desire to succeed. 

Salary £ competitive salary + bonus + 
benefits + quality car. 

If you are interested in this 
fantastic opportunity please email 
your cv to justin.shaw@cef.co.uk 
or contact justin shaw on 01279 
425 580 


Local Building 

Contractors 

Require 

EXPERIENCED 

DECORATORS 

Must be able to hang 
paper 

Call Hayley 

01279 504070 


The Harvest Moon, 
Bishop’s Stortford 
requires 

COOK/ 

KITCHEN STAFF 
FULL-TIME 

To include weekends, 
salary negotiable. 

Contact the 
Manager on 

01279 836303 


MORNING 

CLEANER 

near Bishop’s Stortford 
2’i hours per morning. 
(Flexible starting hours). 

Mon to Fri (weekends 
available). £7.00 per hour. 
Transport needed. 

Nl number. 

07779 159386 


PERSON REQUIRED for 

ironing and putting 
clothes away, near 
Baldock. Tel 01462 
730077 


EXPERIENCED 

PART-TIME 

FLORIST 

Required. 

Telephone 
01279 725894 


TRAINEE WINDOW 
FITTER REQUIRED 

Must live within lOmiles 
of Harlow, be willing to 
work hard and be 
conscientious. Good 
rates of pay, ring 07747 
023600 

DOOR CANVASSERS 

required by Window 
Cleaning Company. 
Serious money, is this 
you? 07960 400914 

AVON 

REPRESENTATIVES 

needed, all areas, good 
commission. Minimum 
outlay. Nicky 

07840419037 1707 

879949. 

LEGAL/MEDICAL 
SECRETARY or PA train 
for a new career. Pitman 
Training Bishops 

Stortford, 01279 466200 

BOOK-KEEPING/SAGE 
LINE 50 & Sage Payroll 
train with Pitman Training 
Bishops Stortford, 01279 
466200 


The Henry Moore Communications Officer 
Foundation Part Time 

The Henry Moore Foundation, a leading charity in the field of the visual arts, 
dedicated to developing public appreciation of sculpture, and particularly that of 
Henry Moore, is seeking to appoint a part time (2.5/3 days pw) Communications 
Officer to work in collaboration with the Director and Head of Henry Moore 
Collections and Exhibitions to develop and implement the Foundation’s media 
strategy. This post will be based at its headquarters’ near Much Hadham, 
Hertfordshire. 

This post is one of two part time Communication Officers, the other being based 
at the Henry Moore Institute in Leeds. The successful applicant, who will have 
an interest in the visual arts, will be engaged in dealing with the media in respect 
of Henry Moore exhibitions world wide and in marketing the Foundation’s overall 
identity. S/he will also be responsible for the overall co-ordination and 
management of the Foundation’s website. Training to a high level of competence 
in these fields will be essential and some experience desirable. The post would 
suit a person seeking to develop their skills within a small, professional and 
successful organisation. Salary according to qualifications and experience in the 
range £24 - 26,000 pro rata. Further information about The Henry Moore 
Foundation and its activities is available on its website: www.henrv-moore- 
fdn.co.uk 

Closing date for applications is 6 June 2008 

Applications in the form of a covering letter accompanied by a full CV and 
their names of three referees should be sent to: The Head of Finance and 
Administration, The Henry Moore Foundation, Dane Tree House, Perry 
Green, Much Hadham, Herts SG10 6EE marked ‘Communications Officer’ 
or emailed to admin@henry-moore-fdn.co.uk. Interviews will be held in 
Perry Green on Friday 27 June 2008. 

The Henry Moore Foundation is a Registered Charity (271370) 



Johnson Controls is a truly global business - with approx 140,000 people 
in 75 countries helping to create smarter environments that enable our 
clients to excel in their field. Our culture is built on the foundation of 
continuous improvement, the power of innovation and exceptional 
people delivering an outstanding service. 

Apprentice Open Evening 


Park Inn, Harlow 
Wednesday 28th May 
5pm - 8pm 

We have two opportunities for passionate, technically minded building 
services apprentices to join our team at a key account in Harlow. 

If you have a grade C or above at GCSE level (or anticipate getting 
grade C or above this summer) in Maths, English and ICT then we would 
be interested in talking with you. 

We offer salaries in line with HVCA guidelines and a centralised training 
programme in addition to day/block release for college and a supportive 
'on the job' training environment. 

If you, or someone you know would like to find out more about a 
career in the building services, please come along to our open 
evening at Park Inn, Southern Way, Harlow, Essex CM18 7BA. 


www.johnsoncontrols.co.uk 


We are committed to an 
equal opportunities policy. 

© Johnson Controls 2008 



INVESTOR IN PEOPLE 


Johnson 'll 1 

Controls 


PLANT FITTER 
REQUIRED 

Must be 
experienced. 

ONGAR 

01277 364444 


ADMIN/PA 

REQUIRED 
Must have excellent 
organisational skills, be 
computer literate, flexible 
part time hours, to assist 
in a growing business. 
Please contact Nigel 
01279 655788 
Bishop’s Stortford 


r Don't think you could be ^ 
an Optical Assistant? 
We'll train you, so you can. 



Optical Assistants 

Harlow - Full Time 


We’ll give you all the support and training to 
ensure you know all you need to know about 
the optical trade - so, don't worry if you don't 
have any experience. All you need is a passion 
for great customer service and an ability to 
work closely with people. There's the reward 
of a great salary and bonuses. 

Can't believe your eyes? To apply, please 
send a CV and cover letter to Elaine Green, 
Specsavers Opticians, 1 East Gate, Harlow, 
Essex CM201 HP. 


Closing date: Friday 6th June 2008. 




CENTRE MANAGER 

Herts based (£25-£35k) 

TUTORS (preferably QTS) 

Essex and Herts based (£18-£28k) 

EYS work with young people to help them 
prepare for their futures. 

Do you have the expertise and experience 
to work with and re-engage young people 
with learning and improving their 
personal and social development through 
the delivery of an alternative curriculum? 

Contact: 01438 745566 
Email: s.oneill@eys.org.uk 


Local independent manufacturing 
company require an 

ACCOUNTS ASSISTANT 

to work within busy accounts department. 
The candidate should have accounting 
knowledge to trial balance level, credit 
control experience, a good working 
knowledge of the Microsoft and Sage Line 
50 software packages, have an excellent 
telephone manner, be self motivated and 
can work on their own initiative, work as 
part of a team, and is dedicated with a 
willingness to succeed. 

Starting salary £16,000 per annum but 
dependent on experience and ability. 
Please send your current CV to 
Mr M. Shields, 

European WaterCare Ltd, 

Regal House, South Road, 

Harlow CM20 2BL 


Are you 

overweight 

but in good health? 

Would you like to help with Medical Research? 

On this occasion we are looking for men 
or women aged between 20-55 who are 
approximately 20-40kg (3-6 stone) above their 
ideal weight. 

If you participate in this trial - travel expenses will 
be paid and you will receive compensation for 
your time. 

If you are interested please phone 0800 32 84195 
for an application form or Tel: Shirley on 01223 
296005 for more details. 


' GlaxoSmithKline 


0800 32 84 195 

uk_cru-cambridge@gsk.com 

www.volunteers.gsk.co.uk 

Addenbrooke's Centre for 
Clinical Investigation 
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RECEPTIONIST ASSISTANT 

Swift Horsman, are market leaders in their industry sector carrying out 
joinery and fit-out solutions. With offices in Hertfordshire, London, 
Edinburgh, Manchester and Dalbeattie. 

We are currently looking for a Receptionist Assistant to be based in our 
Hertfordshire Office. Duties will include: answering the telephone, 
greeting visitors, typing, filing, diary management, maintaining cleanliness 
of communal areas and general office duties. 

The successful applicant must have a good telephone manner and work 
well using their initiative. Flexible hours will be considered. 

All applications in writing with a copy of CV to: 

Nicola Roope, Swift Horsman Ltd, Stonyhills, Ware, Herts, SGI2 OHJ. 
No Agencies Please 


Hi Tech 
Engineering 
Careers 

With great pay, prospects 
and job satisfaction. 
CNC MILLER 
Programmer/Setter 
CNC TURNER 
Programmer/Setter 
Interesting and varied 
work. Experience of 
Delcam or similar 
Systems an advantage 
but not essential. 

Please contact 
Simon or Steve on 
01277 365500 
www.thompsonprecision.co.uk 


DOOR 2 DOOR 
COURIERS LTD 

CALLING ALL SELF 
EMPLOYED 
COURIERS 

We are a rapidly 
growing courier 
company based in 
Harlow and are 
looking for Couriers 
that are able to work 
as and when 
required. 

CONTROLLER ALSO 
REQUIRED 

Please phone Trevor 

01279 411999 


CATERING 

ASSISTANT 

REQUIRED. 

Catering and customer 
service experience essential. 
Applicants need to have a 
flexible approach as will be 
required to cover various job 
roles within the business. 
Mon - Fri 32.5 hours per 
week (hours negotiable). 
Hourly wage tbc at interview 
stage. 

Please send a CV to Baxter 
Storey, Pearson Education, 
Edinburgh Gate, Harlow, 
Essex, CM20 2JE. 


YARD/WAREHOUS 

person required for 4 
months June to 
September Buntingford 
Call 01763 289094. 


PART-TIME GARDENER 

required for summer 
season. Experience 
preferred. 07836 732488 


£ 


EXPERIENCED 
SALES 

CONSULTANT * 1 

Worried about vour Work/Home life balance? 

We require you to sell our well established daily office 
cleaning services, Monday to Friday, in Central London, 
Essex and Hertfordshire. 

If you are: 

o A professional Sales Executive with a burning desire to 
succeed 

o With field sales experience in office cleaning or estate 
agency/property management 
o Able to communicate with piercing persuasiveness 
o And would like your weekends free 

Our offer to you: 

o Excellent Basic Salary negotiable depending on sales 
experience plus uncapped commission 
o Company phone and car or £300 monthly car allowance 
o Business travel expenses paid 
o Full training given 

o 25+ years experience in the office cleaning industry 
Experienced professionals only submit your CV to:_ 

Stephen Elope, Sales Manager, Swift 
Office Cleaning Services Ltd, 

Swift House, River Way, 

Harlow, Essex CM20 2DW. 

Tel: 07795 413693 

Email: stephenhope@swiftcleaning.co.uk 


DENTAL PRACTICE 

We urgently require 

• DENTAL NURSES 
• ORAL HYGIENISTS 

For a busy modern practice in central 
Bishop’s Stortford 

Please ring 01279 505060 to apply 


VALETER REQUIRED 

Valeting Direct are looking to expand their 
fleet. No experience necessary, full training 
given. Clean licence required. 

Send CV to 15,Woodhill, Harlow, 
Essex CM 18 7JS. 
enquiries@valetingdirect.com 


STUDIO MANAGER 


We require a highly motivated and capable 
manager for our Harlow studio. You will have 
excelled in retail sales or service and want to 
progress into management. 
Responsibilities include sales, 
staff and customer service. 

Excellent remuneration includes profit 
share from your studio. 

Please call 01989 760 537 for more 
information or send your CV to: 
tina@olanmillsphotography.co.uk 


SALESPERSON 

We require a Salesperson with previous 
experience in the window industry. Excellent 
opportunity. Some evening calls and 
alternate Saturday mornings in our 
showroom. 

Write to David Silvester, Markwell 
Windows and Conservatories, 28 Hadham 
Road, Bishop’s Stortford CM23 2QS 
or email markwellglass@btconnect.com 



Registered in 
England Number 
1227970. 
Registered Charity 
Number 271028. 
Registered Office 
28 Castle Street, 
Kingston upon 
Thames KT1 1SS. 
Rethink is the 
operating name 
of National 
Schizophrenia 
Fellowship, a 
company limited 
by guarantee. 


The leading mental health membership charity, we are working to help 
everyone affected by severe mental illness recover a better quality of life. 
You could help us achieve this aim. 

Befriending Worker 

£15,971-£17,927 pro rata for 16 hours per week 
East Hertfordshire • Ref: SR/3784 

You’ll help us run Rethink Companions - a service that matches volunteers 
with people who have mental health problems to prevent them from becoming 
isolated. By training volunteers and overseeing their placements, you’ll make 
sure this service achieves its aims. It’s a role for a reliable, organised and 
caring person. Ideally, you’ll have a thorough understanding of the issues 
facing people with Mental Health problems. 


Carer Support Worker 

£15,971-£17,927 pro rata for 16 hours per week 
Ware • Ref: SR/3785 

You’ll provide front-line support at the above service. This is a hands-on 
role that’ll see you training volunteers and equipping them for their 
placements. You’ll also be there to monitor their progress and resolve any 
issues that arise. As such, it’s a role suited to someone who’s good with 
people and passionate about giving something back. Having a 
background in care and a good understanding of mental health issues 
would be ideal. 


To apply, please visit our website at www.rethink.org For an application 
pack, please phone 0845 456 0455 or email fiona.haynes@rethink.org 
quoting the appropriate reference. 

Closing date: 6th June 2008. 


These posts are subject to CRB Disclosure - having a criminal record 
will not necessarily bar people from employment with Rethink. 


W/ 


Rethink is committed to equal opportunities. 
We particularly welcome applicants from 
black and minority ethnic communities. 


/' 
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MINDFUL 

EMPLOYER 


MECHANICAL/ELECTRICAL 

ENGINEER 

required to work in food factory in Harlow. 
Five days per week 7am to 5pm. 
Salary £26,000 

Must have relevant experience 

To apply please call 01279 450999 


The Sun Inn 

Nazeing Common, Nazeing EN9 2DE 
Tel: 01992 893257 
Fax: 01992 892183 

NOW RECRUITING 

We require 

CHEF/KITCHEN/BAR 
and FLOOR STAFF 

to work in a busy family food pub with 
extensive garden. Good salary and training 
to the right people in joining our team. 

Please ask for David, Helen or Simon 
on the number above. 


r 


HGV 1 DRIVERS 


A 


Guaranteed work until May 2009 with a 
variety of clients and a range of start 
times to suit. Enhanced pay rates for 
Umberella and Limited Companies. 


FULL-TIME/PART-TIME 
WEEKEND DRIVERS 

For immediate start. 

Call Matt/Dan 


01992 478955 


for more information and an interview 


Join us at 
Bristol Street 
Motors and... 

...learn the 

meaning 

ofsucess 
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Experienced Motor Vehicle Technicians 


Due to current expansion and increased workloads, we 
require experienced Motor Vehicle Technicians within our 
Service Department. 

All levels of experience needed. Franchise experience 
would be beneficial but is not essential as ongoing 
development and training will be provided for the right 
candidates. Formal qualifications such as City and Guilds 
NVQ level 3 are required. Candidates must be 
conscientious and willing and be able to work with initiative 
and as part of a successful team. Top hourly rates of pay 
with first class bonus scheme for high performers. 


Please apply sending your CV with cover letter by 
email to msa85@bristolstreet.co.uk 


or by post to Mike Smith, Managing Director, Bristol 
Street Motors, Edinburgh Way, Harlow CM20 2DS. 


_5L 

Bristol Street Motors 


-AVertu Motors Company- 


* 
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EFF 


TRAINEE DESPATCH 
CLERK 

Full Time - 8.30-5pm Monday-Thursday 
8.30-4.00 Friday 

EFF are looking for a new person in their Goods 
Despatch Department. We are manufacturers of 
concentrated Flavour and Fragrance compounds 
and are looking for someone who is able to plan 
ahead in a methodical manner the despatch of 
goods (largely in metal drums) to both our UK and 
International clients. 

Essentials are: 

• Current Fork Lift Truck Licence 

• Ability to work on own initiative 

• Accuracy and neatness 

• Ability to work under pressure to tight deadlines 

• Some lifting would be involved 

• Flexibility in approach to duties, some overtime 
may be necessary 

Training will be given and some external training 
courses will be necessary (non residential). 

We offer a competitive salary, non contributory 
pension scheme and up to 6 weeks holiday, subject 
to qualification. 

If you are interested in this position please send 
your CV to Mrs M Fenner by e-mail or post to the 
address given below: 

European Flavours & Fragrances Pic 
9 Peerglow Estate, Marsh Lane, Ware, 

Herts SGI2 9QL 
marilyn.fenner@eff-ware.com 

Eff is an ISO 9001 accredited company 
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EVENING 

CLEANERS 

REQUIRED 

GREAT DUNMOW 
Monday to Friday 

Key job 

6pm onwards 

£6.20 per hour 

Telephone 

(01279)466982 

(24 hrs) 


KITCHEN 

ASSISTANT 

for Bishop’s Stortford 
Care Home 

2.5 hours per day, 

£5.75 per hour 

BFH & CRB required 

Phone 

01702 292200 


NEWSPAPER 

DELIVERER 

Reliable person required 
immediately. 5am start. 
Bishop’s Stortford, 
Sawbridgeworth and 
surrounding areas. 

Good rates of pay. 
TELEPHONE 

01279 739357/ 
07875198452 


SAFFRON WALDEN COUNTY HIGH SCHOOL 

Audley End Road, Saffron Walden, Essex CB11 4UH 

Requires a 

STUDY SUPPORT CO-ORDINATOR 

(Term time only up to 32 hours a week) 

Study Support Co-ordinator works within the Private Study Centre 
in the Sixth Form providing support to Sixth Form Students and 
staff. 

Main duties to include: Supervision of students using the Study 
Centre, co-ordination of book and electronic resources, liaising 
with staff and providing support to adult learners using our e- 
learning facility. 

The ideal candidate should be able to work on their own initiative, 
be flexible, have a confident nature and be a good organiser. 
Salary: £20,010 - £21,414 F.T.E dependent on experience. 
Position available from September 1st 2008 
CVs to Mrs H Cox at the school, or by email to 
hcox@saffronwalden.essex.sch.uk 
Closing date for applications Friday 30th May 


FRONT OF HOUSE 
RECEPTIONIST 


QTITAN 


Titan Airways, one of Britain’s leading air charter companies, requires a 
bright and enthusiastic person for an interesting and varied role providing a 
professional image fronting our reception. 

The role includes handling incoming telephone calls, receiving visitors and 
providing refreshments, controlling meeting room diaries and general 
administrative duties. Applicants should be excellent communicators with a 
confident and clear telephone manner. Good computer skills and a current 
full driving licence are required. A keen interest in the aviation industry and 
at least one year’s office experience is preferred with any language skills 
being an advantage. 

The position is permanent, full time and the hours of work will be Monday- 
Friday 8.00am to 4.30pm however a degree of flexibility will be expected 
due to the nature of the job. Titan will offer a salary circa £11,500 p.a. plus 
pension and health care benefits. A Company uniform will also be provided. 
Please apply in writing with a full CV to: 

Sonja Richman - Personnel Manager, Titan Airways Limited 
Enterprise House, Stansted Airport, Essex CM24 1RN 
Closing date: Friday, June 6th 2008 


Saffron Walden County High School 
Audley End Road, Saffron Walden, CB11 4UH. 

Tel: 01799 513030 

TEACHER OF BUSINESS 
STUDIES/ECONOMICS 

(FULL OR PART-TIME) 

Required from 1st September 2008 to join the school’s 
highly successful Vocational Area. The Area offers courses 
at Advanced Level in Business, Travel & Tourism, Leisure 
Studies and Health & Social Care. OCR National in 
Business is also offered, with Young Enterprise available to 
Year 11 students. 

A Level Economics teaching is available for suitably 
qualified candidates. 

Please send letter of application and CV to the 
Headteacher, John Hartley, as soon as possible. 

For further details of the school, visit 
www.saffronwalden.essex.sch.uk or contact 
Mrs. Pat Russell, Head’s PA, by phone (01799 512184) 
or email (prussell@saffronwalden.essex.sch.uk) 


ST MARY’S CATHOLIC SCHOOL 

WindhiU, Bishop’s Stortford, Herts CM23 2NQ 
Tel. 01279 654901 Fax: 01279 653889 
Email: info@stmarys.net Website: www.stmarys.net 
Headteacher: Mr A Sharpe BA(Hons) M.Mus, MBA, NPQH 
Voluntary Aided Catholic School with 920 pupils (Sixth form 165) 

TEACHER OF ENGLISH - MPS (Fringe Scale) 

Required for September 2008, a well-qualified teacher to work in our English 
department. The successful candidate would be expected to teach across the full 
age and ability range. 

English is a popular subject at the school with established courses at GCSE and 
A-level. The ideal candidate will be able to contribute to all examination 
courses. 

St Mary’s is a highly popular, oversubscribed school with an excellent local 
reputation; highly successful OFSTED reports have commented on the positive 
climate for learning at the school and the very good quality of teaching and 
learning. The school holds the Charter Mark, Healthy Schools Award, Artsmark 
and the Challenge Award relating to provision for gifted and talented pupils. 

St Mary’s Catholic School is committed to safeguarding and promoting the 
welfare of children and young people, and expects all staff and volunteers to 
share this commitment. A CRB disclosure is required for all successful 
applicants. 

An application form and further details can be found at www.stmarvs.net in the 
staff section. Only applications on the school application form can be 
considered. St Mary’s is committed to the equality of opportunity for all 
applicants. Closing date: 30 May 2008. 
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As one of the largest voluntary sector training organisations in 
Britain, YMCA Training operates from 52 locations, employs 600 
staff and turns over £20 million a year. Our mission is to create 
a learning society in which people have the opportunity and 
motivation to realise their potential and transform their lives. 


We require individuals to be highly driven, motivated, excellent 
communicators with exceptional organisational skills. Most of all 
you will be an excellent team player in order to play a key part in 
transforming the lives of our clients and build upon the success of 
YMCA Training. 


ASSESSORS 

Specialising in Customer Service, Childcare, 
Business Administration, Warehousing, 
Hospitality, Retail, Health & Social Care 

£17,003 - £20,318.42 per annum 

Based: East of England - specifically Essex 

& Hertfordshire 

Full/Part-time, hours negotiable 

Mentoring, supporting and assessing a group of learners to NVQ 
standards, you will design and deliver a training programme 
which will incorporate the skills required during employment to 
a range of learners (some of which may have social or learning 
disadvantages and may have had negative experiences of learning 
and education). Each programme will need to be tailored to the 
learners’ individual needs. 


You will be occupationally competent and will possess specialist 
knowledge, expertise and technically competence within the 
specified occupational areas and hold either the D32/33 or A1 
Assessor Award 


We seek individuals who possess the ability to encourage, 
motivate and engage learners, have strong interpersonal and 
communication skills along with a systematic and analytical 
approach to planning and organisation. 

For the above roles, it is essential that you are a car driver with 
access to your own vehicle. You will also be required to undertake 
a CRB check. 

To apply, application forms and job descriptions are 
available from Marilyn Allen on 01622 752139 or 
email: m.a.allen@ymcatraining.org.uk or request an 
application form online. 

Closing date: 6th June 2008. 


Registered Charity no. 1091612 
YMCA Training, one of the UK’s major national training 
organisations, has been providing target driven, high quality 
training in a caring environment for more than 40 years. 
Equality & Diversity In Action. 


© f 


www.ymcatraining.org.uk 



a bfeath. of fresh air 


human resources 
administrator 


£15,688 - £18,965 p.a. (inc local weighting - Pay Award 
pending) Ref:OD056 Hertford 

East Herts is a modem vibrant Council, and the People & Organisational Services 
team are looking for an experienced Human Resources Administrator to support 
the team in a full-time role. 


You should have experience of covering all aspects of HR administration, including 
contracts, recruitment, training and occupational health. You will need to be a 
good team player and be confident working with people at all levels both internally 
and external to the Council. There will also be opportunities to get involved in some 
project work. 


For an application pack, contact People & Organisational Services on 
01279 655261 ext 1631, or visit www.eastherts.gov.uk/vacancies 
Closing date: 5pm, 06/06/2008. 

Benefits include a minimum of 22 days holiday (plus bank holidays), 
contributory final salary based pension scheme, free life insurance, 
child care vouchers and flexible working arrangements. 


PART TIME RECEPTIONIST 

NUFFIELD HOUSE DOCTOR’S SURGERY 
15 hours per week 

8am to 12 midday and 3pm to 6.30pm 
Both Monday and Wednesday 
(additional hours may be available during staff absence) 

The successful person will be dealing with the 
public in a busy computerised practice. The role 
includes reception, switchboard and 
administration. 

Microsoft Offfice experience essential, medical 
software vision training will be given. 


Application by hand-written letter and CV to 

Mrs Susan Green, Assistant Practice 
Manager, Nuffield House Surgery, The Stow, 
Harlow, Essex CM20 3AX 

Closing date: Monday 9th June 2008 




Scimitar Park, Roydon Road, 
Harlow, Essex, CM19 5GU 


Dawson News, the National Newspaper and 
Magazine Distributor require a 

Day Warehouse Manager 

To control the receipt, packing and onward 
delivery of the 25,000,000 Magazines we 
distribute to our Newsagents, Supermarkets 
and Airports in Beds, Herts, Essex and parts 
of London. 

The successful candidate will be 
responsible for a team of packers/sorters 
and be proficient in reporting lines using 
spreadsheets and Email. 

If you wish to pursue this opportunity, 
Please call 01279 636 261 for an 
application form. Please forward completed 
application forms/CV’s to John Wade. 


TAn i AL-j-.E, 

BEAUTICIAN 

Would suit self employed 
established beautician. 

ALSO 

SELF EMPLOYED 
BARBER/HAIRDRESSER 

Please contact Darren 

07818 075414 

Mail Loaders/ 
Unloaders 

£7.81 ph 

Temporary 
Stansted area 

Manpower is the primary temporary staff 
supplier for Royal Mail, one of the UK's 
most prestigious organisations. We are looking 
for temporary staff to work nights between 
9.30pm - 2.00am, Tuesday - Friday. The work 
involves moving cages of mail so safety footwear 
will be provided. If you have your own transport 
with a 5 year checkable work record, 
please contact us today! 

The benefits Manpower staff receive are 
second-to-none and include 24 days paid holiday 
and staff discount. 

Call Chelmsford Manpower on 01245 262333, 
alternatively e-mail us on 
chelmsford@manpower.co.uk 

manpower.co.uk 

_S_ Mill 


AciudMai 


Manpower" 

Manpower UK Ltd operating as an employment agency 
and employment business. 


1ST CALL MOBILITY LTD 

RETAIL SHOP 
MANAGER 

Harlow town centre shop requires 
experienced Sales Manager, 5 day week 
with alternative Saturdays. 
Responsibilities include: day to day 
running of shop, stock control and 
ordering, display and promotions. 

The successful candidate will be smart 
with a GSH and be comfortable working 
closely with the elderly and disabled. 

Send CV to: David Davison, 

12-18 Little Walk, Harlow CM20 1HY 


CLEANERS required tor 

offices in London Road, 
Hertford. 5.30pm to 
7.30pm Monday to Friday. 
£6ph. 01707 266456 

R.B. HAIGH, 
THAXTED 

TIPPER 

EARN £5 - £11 P/H 

Dist/Collect Miracle 

catalogues. Free info 
01462 280019 (24hrs) 
www.groupvictory.co.uk 

DRIVERS 

REQUIRED. 

Immediate start. 

Telephone 

01371 830294 

Experienced 
in telesales? 


(Office Hours) 



Are you available from 
9.30am - 2.30pm 
Monday to Friday? 
Then we need you to 
join our friendly 
telephone appointing 
team here at Bushfair. 
Good basic wage and 
generous bonus. 
Telephone 
01279 306222 


PART-TIME/ 
FUli-TIME 
PCV DRIVERS 
and ESCORTS 

Telephone: 

81992 899225 




COMMERCIAL 

ADMINISTRATOR 

3 days per week (Epping) 


CLEANERS 

required. 

Drivers 

essential 

Please call 

01279 834468 

* Good telephone manner 

* Excellent communication 

skills 

* PC literate and database 

Contact 

01992 522277 



ACCOUNTS 

ASSISTANT 

Salary: According to experience 
Hours: 10-15 hours per week 

Rapidly expanding business based close to 
Stansted Airport is looking for an Accounts 
Assistant to join their busy team. Main duties 
will be posting information on to Sage Line 50 
and completion of accounts to trial balance 
stage. Candidate must be able to work under 
their own initiative, be flexible and 
conscientious. Working knowledge of 
Sage Line 50 essential. 

Apply in writing with CV to Debbie Croston 
at Hamilton Hotel Partners, Thremhall Park, 
Start Hill, Stansted, CM22 7WE 
or alternatively 

debbiecroston @ hamiltonhotelpartners.com 


Service & Installation 
Engineers 

Working from our Stratford, El5 office 
you will cover the London area. Experience 
preferred, consideration will be given to 
electronic and electrical engineers who can be 
trained for this opportunity. Company vehicle, 
good financial rewards for the right people 
including stand-by allowance, product bonus 
and sales commission 


Contact Angela on 01732 355592, or apply 
online to vacancies@abelalarm.co.uk 


www.abelalarm.co.uk 




Abel 



We require the following members of staff 
to join our busy multi-franchise service 
department. 

SERVICE ADVISOR 

The successful candidate will be 
professional, computer literate with good 
telephone skills and be able to handle busy 
situations. Experience preferred but not 
essential as full manufacturers training 
offered. 

TECHNICIANS 

Fully skilled technicians (preferably MOT 
testers) able to work well under pressure. 
Full manufacturers training track offered 
along with excellent rates of pay and bonus 
scheme. 

PARTS ADVISOR 

required to work in our busy Parts 
Department. You will need to be able to 
work well under pressure and ideally have 
previous experience. The ideal candidate 
will be able to demonstrate experience in a 
similar role and adopt a flexible approach to 
working in a multi-franchise dealership, 
including retail sales to the general public. 
To apply for any of the above positions 
please call Angelina Arnold on 01279 
412161 for an application form 
Closing date: 30th May 



Experienced Service Advisors - Harlow 

The successful applicant for this position, based at our Harlow 
dealership, will need to be able to deal with all aspects of a busy 
service department and have experience of the motor trade. A good 
telephone manner, computer skills and the ability to work as part 
of a team are essential, along with a full clean driving licence. 


Central Reservation Advisor - 
Bishop’s Stortford 

The successful applicant for this position will be dealing with 
inbound and outbound calls related to the Aftersales departments 
for nine car dealerships. The ideal candidate will possess an 
excellent telephone manner and communications skills, be PC 
literate and capable of multi-tasking. This position would suit 
former service advisors or experience call centre individuals. 

A full driving licence will be preferable. 


Please apply to: Arwa Alibhai on 01371 877044 - Ext 289 
Closing date for both positions: June 6th 2008. 


www.gates.co.uk 
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Daniel Robinson & Sons 
Independent Family 
Funeral Directors 

require a 


Full-time 

SECRETARY/PA 


Reporting to the Managing Director at our 
Head Office in Bishop’s Stortford, this is a very 
varied role and duties will cover all aspects of 
office procedures, including attendance at 
meetings. Ideally applicants should have a 
working knowledge of Microsoft Office 
programs, especially Word, Powerpoint and 
Publisher, and be able to produce work to a 
high standard. The successful candidate will 
possess good letter writing skills, be self- 
motivated and expected to use their initiative. 
Shorthand would be advantageous, but not 
essential. A flexible approach, together with 
good interpersonal skills, is important in this 
busy but interesting role. The Company has 
achieved Investor in People Accreditation and 
is an Equal Opportunities Employer. 

Excellent salary, bonus, full BUPA 
healthcare. 


For further details and an application form, 
please contact Mr G A Neill MBIE, 
Managing Director 
Telephone 01279 655477 
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Q| Homes Q Leisure Q Services 

0 Gardens 0| Pets/Livestock 
S3 Family Q Public Notices 



How to place your advertisement 

TELEPHONE 01279 436231 


XI E-MAIL 


FAX 


advertising@hertsessexnews.co.uk 

Taking care to give full contact details 

01992 526686 or 526687 

Giving advertisement and contact details 


IN PERSON 


6 Westgate, The High, Harlow, 
Essex CM20 1JW 


PLEASE NOTE: That advertisements placed by any of the above 
methods will be charged for. FREE ADS CAN ONLY be placed 
on the appropriate PREMIUM RATE NUMBER. 


HOMES 


Articles 

Wanted 


STOP 

TOP PAYOUT 

Fishing tackle, ornaments, any china, 
old boys toys, DVD's, collectables, 
Silver plate, bric-a-brac, jewellery, 
clocks, tools, cameras, antiques, 
house clearances, Royal Doulton, 
Wade, Beswick, Trains. 
Anything considered. 
07956 351146 
0199a 469415 


WANTED by private 
collector: Guns, swords 
and bayonettes, military 
memorabilia, deactivated 
guns. Bishops Stortford 
871437. 

SCRAP GOLD / SILVER 

wanted, jewellery, coins, 
medals, anything 

collectable, bric-a-brac, 
cash paid. 07850 
817895. 

WANTED DVD’S, CD’S, 
Xbox, PS2, P/S/P, DS. 
Consoles and games. 
07956 471088, 01279 
812909. 

RECORDS, WANTED 

Rock, pop, folk, reggae, 
jazz, LPs, 12”, 07855 
086523. 

RECORDS BOUGHT 

1950’s 60’s 70’s pop and 
rock and soul, 01279 
813400/07881 453435 

CASH PAID for all kinds of 
second hand tools. 01799 
521453. 


Bathrooms 


HALO STYLE single lever 
mono basin mixer tap, 
pop up waste kit, brand 
new, boxed, £35. Tel: 
01920 424353. 

NEW , toilet pan, cistern, 
seat, basin, pedestal, 
mono taps, £150. Tel: 
01279 656162. 


Bedrooms and 
Bedding 


JOHN LEWIS 2ft 6in 3 way 
bed, includes 2 cot 
heights, Goldilocks, low 
bed & standard bed, fits 
0-10yrs, mattress 

included if required, easy 
assembly, vgc, buyer 
collects, £80. Tel: 07717 
038127. 

DOUBLE SOFA BED . 

Foam mattress, black 
metal frame. Sliding 
action from sofa to bed. 
Green patterned 

removable cover. Vgc- 
used once. £80 ono Tel: 
07734347675 

HABITAT SINGLE BED 
AND MATTRESS, solid 
metal frame with beech 
headboard, very little 
used and VGC. Solid 
quality. £90.00 ware. Tel: 
07968575654 

CREAM DRESSING 

TABLE 6ft 3in length, 
antique brass handles, 4 
large & 3 small drawers, 
triple mirror, immaculate, 
£45. Tel: 01371 859634. 

4FT 6IN double bed, solid 
wood, antique pine, hand 
carved headboard, 

beautiful condition, cost 
£500 new, £75ono. Tel: 
07725 603892. 


SOLID PINE WARDROBE 

antique finish, 67in high x 
313in wide, as new, no 
scratches, £90, possible 
delivery. Tel: 01992 
445312. 

ANTIQUE PINE SINGLE 

four poster bed ex 
lathams with canopy and 
new mattress a little girls 
dream £100 

07791652747 

DOUBLE BED , 4ft 6ins, 
solid wood, antique pine, 
hand carved headboard, 
beautiful condition, cost 
£500, sell £50ono. Tel: 
07725 603892. 

NEXT black metal 
headboard, 4ft 6in, 
excellent condition, as 
new, £20. Tel: 01992 
441616. 

BEDS DIRECT. Singles 
from £59, doubles from 
£89, pine beds from £69, 
Bunkbeds £99 / £139 
01371 856868 


SINGLE BED with 
mattress, storage space 
under, £18. Tel: 01992 
303410. 

3 SEATER BED settee, 
sprung base, blue, bed 
hardly used, £70ono. Tel: 
01992 426825. 

BED 4ft 6ins, double divan 
with mattress, unused, 
wrapped, will deliver, £78. 
Tel: 01245 420743. 

FOLDING GUEST BED , 
small double, hardly 
used, excellent condition, 
£45. Tel: 01992 444373. 

MEMORY FOAM 

MATTRESS Tempur like 
Double still wrapped 180 
pounds Tel: 

07801023715 

DOUBLE BED includes 
mattress, base, lyr old, 
£25. Tel: 07956 920291. 

PUT U UP BED . Wood 
head board. £20 01799 
550867 Clavering 

PINE DOUBLE BED £45. 
Tel: 01279 810992. 


Carpet and Flooring 


HomeSelectFlooring.Co.UK 

HUGE SAVINGS ON RETAIL AND STORE PRICES 

Bedroom Carpets including underlay, grippers and fitting 
From £80 

Kitchen Vinyl including all accessories and fitting 
From £95 

Lounge Laminate Flooring including all accessories fitted 
From £300 

MOBILE SAMPLE SERVICE. RING NOW FOR YOUR 
FREE ESTIMATE. 

WE GUARANTEE TO BE THE CHEAPEST! 

We uplift and dispose of your old flooring, we also move 
furniture! 

0800 6129665 7 DAYS 9am-9pm 07976 942545 


CARPET beige, unused, 
wrapped, 13ft x 13ft 6in, 
will deliver, £39. Tel: 
01245 420743. 


Cookers and 
Hobs 


MOBILE SHOP, GAS AND 
ELECTRIC COOKERS, 

reconditioned, £100- 
EI 20, delivered to your 
door, (no obligation to 
buy), all come with 3 
month warranty. 07961 
836149. 

BARBECUE 2GAS 

BURNERS AND SIDE 
BURNER COOKING 
AREA 48+38 cm warming 
rack and tools 2 
REGULATORS GAS 
CYLINDER £45 PHONE 
01279421684 

FRIDGES, COOKERS, 

washers, driers, freezers, 
fridgefreezers, 
dishwashers. 
Reconditioned. 
Warranted. Wanted. 
Repaired. 01279 434534. 

BRAND NEW, never been 
used cooker, grey, gas, 
90Hx50Wx60Dcms, £95 
ono, can be delivered. 
Call 07886 308585. 

BELLING FORMAT 

double oven cooker with 
ceramic hob in good 
working order. £25. Tel: 
07753425970 

INDESIT free standing 
white gas cooker, vgc, 
£55ono. Tel: 01992 
466622. 

RANGE fair condition, 
silver, 6 burners, £190. 
Tel: 07940 371213. 


Curtains and 
Blinds 



Fast local service 

9am to 9pm, seven days 

01279 721353 

WE COME TO YOU 


HANDMADE CURTAINS 

with swags & tails, 
green/gold, 45in height x 
69in width, £75. Tel: 
01920 822940. 


Fridges and 
Freezers 


MOBILE SHOP, FRIDGES 
AND FREEZERS, 

reconditioned, small 
fridges £50-£60, 

fridge/freezers £80-£90, 
all come with 3 month 
warranty, delivered to 
your door, (no obligation 
to buy). 07961 836149. 

FREEZER Frigidaire, 3 
drawers, 1 tray, 50cm 
width x 84cm height x 
52cm depth, gwo, £50. 
Tel: 01920 484722. 


Fires/Heaters 
and Surrounds 


PINE FIRE surround, 
marble back & hearth, 
electric fire, 24in height x 
20in width x Min depth, 
£225. Tel: 01920 822940. 


Observer mercury 
Star ^Advertiser 
GROUP OF NEWSPAPERS 


FRIDGE/FREEZER 50/50 
split, in silver .beko. vgc 
£65.possable 2 deliver. 
Tel: 07811319720 

BOSCH fridge freezer, 5ft, 
gc, quick sale, £50. Tel: 
01992 552468. 

UPRIGHT FREEZER 

under worktop, £40. Tel: 
01992 581530. 

LEG fridge freezer, vgc, 
£175. Tel: 01279 816949. 


DIY 


DISCOUNT PLYWOOD 

MUST CLEAR 100 PACKS OF 
SHEET MATERIAL MONTHLY 
FROM MAJOR INSURANCE 
COMPANIES 

Far Eastern Plywood from £5 
Elliotis Pine Ply 18mm £13 
Film Face 18mm £20 
As used on IFOR Williams Trailers 
OSB Stirling Board, 20mm £10 
MDF from £8 a sheet 
All 8x4 sheets 

ALL TYPES OF ROOFING FELT 

All torch ons from £12 roll 
Mineral shed felt £5 roll 

SPECIAL OFFER 

Caberfloor Chipboard flooring, 
green treated, 18mm £5, 22mm £6, 
8x2 sheet 

RAILWAY SLEEPERS 

Reclamined from £12 each 
New Cuprinol treated £16 

MARSH LANE, WARE 
01920 469446/07850 601208 


LOOK 

Insulation Foil Back Sheets 

100mm 8x4 £25 
90mm 8x4 £23 
80mm 8x4 £22 
70mm 8x4 £20 
60mm 8x4 £18 
50mm 8x4 £16 
40mm 8x4 £14 
30 to 35mm 8x4 £13 
25mm 8x4 £12 
12mm 8x4 £7 
Garden Decking 
Treated 150x32 
£1.35 per metre 
Imported Fancy Fence 
Panels from £20 
Can deliver 
Evening: 01920 484843 
07970 353998 


YORKSTONE gc, various 
sizes, buyer collects, 
£25ono. Tel: 01992 
307218. 


PINE INTERNAL DOORS 

vgc 30ins wide 78ins tall 
5 doors £50 Tel: 
07885440432 


BLOCK PAVERS brindle 
80 mm thick minimum 
24sq mts 100 pounds no 
offers 01279 718142 


WHITE PANEL DOORS 

14 Used 3 pound each 
01279 718142 


Furniture 


0% c www.bbqs2goxo.uk,0% 
s F, *4JVQr 

www.gardenfurniture2go.co.uk 


STOCKISTS OF SILENTNIGHT, SLEEPEZEE, MYERS, 
RELYON, STOMPA, O.B.C, TETRAD, SEALY SLUMBERLAND, 
REST ASSURED, JAYBE ETC 

ANY SIZE BED OR MATTRESS MADE TO ORDER 7-10 DAYS 

OVER 200 Beds & Mattresses always on display 



WIGGINGTONS waxed 
pine drum dining table, 
extends from 1.1m to 
1.5m, seats 4-6, & 4 
Chippendale style waxed 
side chairs, rich green 
velour, original cost £800, 
gc, quick sale, £200. Tel: 
01992 552468. 


LARGE CHEST 

DRAWERS pine & 
cream, 4 small, 4 large, 
plus 2 extra large, looks 
new, no scratches, cost 
approx £400, accept 
£165ono, possible 
delivery. Tel: 01992 
445312. 


WIGGINGTONS waxed 
pine drum dining table, 
extends from 1.1m to 
1.5m, seats 4-6, & 4 
Chippendale style waxed 
side chairs, rich green 
velour, original cost £800, 
gc, quick sale, £200. Tel: 
01992 552468. 

LARGE CHEST 

DRAWERS pine & 
cream, 4 small, 4 large, 
plus 2 extra large, looks 
new, no scratches, cost 
approx £400, accept 
£165ono, possible 
delivery. Tel: 01992 
445312. 

PAIR OF TWO SEATER 
SOFAS in navy blue 
leather, all seats with 
recliners , VGC £250 The 
pair, buyer 

collects(removable backs 
for transport) 01279 
438223 

LARGE CHEST 3 & 2 

large, deep drawers, 
genuine Victorian, real 
wood, 44in high x 37in 
wide, possible delivery, 
£175ono. Tel: 01992 
445312. 

DINING TABLE , 4 chairs, 
Next, dark solid oak, 
approx 58 x 35.5in, cast 
iron detailing, cream 
padded seats, excellent 
condition, £120. Tel: 
01279 442891. 

REPRODUCTION double 
door mahogany TV 
cabinet, video/DVD shelf, 
storage drawer, takes 
28in TV, vgc, £100. Tel: 
01992 460968. 

G-PLAN SUITE 2 
armchairs, 3 seater 
settee, beige draylon, gc, 
ready early June, £100. 
Tel: 01992 422582 

daytime only. 

PINE DRESSER double 
glass door cupboard 
above, shelf, 2 drawers, 
double door cupboard 
below, £250ono. Tel: 
01920 463442. 

IKEA SMOKED GLASS 
TOPPED TABLE, with 
fittings, needs 

assembling, £10, 

stansted area Tel: 

07769648960 

TABLE AND CHAIRS 
TABLE round extending 
to oval and four chairs in 
mahogany fair condition 
£25 ono Tel: 

07887886958 

SOLID OAK DINING 
TABLE With buttermilk 
legs 1600x900, 6 chairs 
in buttermilk. Excellent 
condition £250 Tel: 
07956312362 

LIMED OAK effect table, 4 
carved chairs, suit 

kitchen or dining room, 

excellent condition, £100. 
Tel: 01992 441616 

CREAM LEATHER three 
seater sofa, two chairs 
and a foot stall. £150 
01279 722961 / 

07739432371 

TWO SOLID OAK dining 
chairs, Habitat Radius 
range, excellent 

condition, £40. Tel: 01992 
419639. 

2 OFFICE DESKS with 
black leather writing 
covers, including large 
corner unit. All for 160 Tel: 
07970958032 

RED LEATHER 3 piece 
suite with matching 
coffee table, as new, 
£400 ono. 01279 865797, 
07870 970571. 

LEATHER 3 PIECE SUITE, 
No cracks in leather, Dark 
navy blue, £100 no offers 
or time wasters please. 
Tel: 07930544225 

SUITE 3 & 2 seaters, 
armchair, puffe, pink 
patterned draylon velvet, 
gc, £100. Tel: 01992 
700222. 

IKEA OFFICE 

FURNITURE , teak, 
needs assembly, hence 
£25, stansted area Tel: 
07769648960 


DARK GREEN leather 
reclining armchair, 
£50ono, buyer collects. 
Tel: 01279 323794 or 
07961 076112. 

HEAVY FROSTED GLASS 
dining table, square, 
chrome legs, 4 black PVC 
chairs, £100. Tel: 07930 
469838. 

PINE FOUR DRAWER 
BUREAU. Three deep 
drawers and one shallow. 
£40. Sawbridgeworth. 
Tel: 07857545788 
USED OFFICE 

FURNITURE. 
Conference table & 6 
chairs. Good condition. 
£200. ono 01992 535750 
NATHAN Teek Wall unit, 
tall corner unit, corner Tv 
video unit, Compact hi fi 
unit good condition £100 
Tel: 01438222491 
LAURA ASHLEY display 
cabinet, with drawers, 
excellent condition, £200. 
Tel: 01279 466974. 
SOLID DARK WOOD 6 
drawer chest, & matching 
night table, vgc, £30. Tel: 
01279 722722. 
ATTRACTIVE ANTIQUE 
pine shelving unit 153 x 
57 x 25cms £45 Tel: 
07970958032 

COMFORTABLE 
ARMCHAIR, £10, 

stansted area Tel: 
07769648960 
LEATHER SUITE green, 3 
& 2 seaters, chair, £120. 
Tel: 01992 628944 or 
07944 025132. 

BEIGE LEATHER 3 PIECE 
SUITE and foot stool 
150.00 buyer must collect 
Tel: 07905435553 


SOLID OAK & veneer 
table, 4 highback brown 
fabric chairs, £150ono. 
Tel: 07960 001103. 

LUTON VAN and driver for 
removals. Move anything. 
01992 581530/ 07976 
567627. 

USED OFFICE 

FURNITURE. 6 wave 
desks £40. Each. Good 
condition. 01992 535750 

COMPUTER DESK WITH 
FITTINGS, needs 

assembling, £5, stansted 
area Tel: 07769648960 

3 SEATER SOFA. And one 

recliner chair, red fabric, 
v.g.c £90. 07813 437616/ 
01279 835710. 


AIWA NSX320 CD mini 
system. Superb sound 
quality and works 
perfectly. Excellent 
condition £30 Tel: 
07711981399 


Household 

Appliances 


BEE-GEES APPLIANCES 

Reconditioned washing 
machines, dryers, 

cookers, dishwashers, 
refrigeration. Sales / 
wanted. Delivery / 
installation / repair 
services available. 01279 
434534. 

SALT 25 KG £5.90 
including VAT, quantity 
discount. 01279 442388. 


Kitchens 


DISHWASHER brand new, 
boxed, £100. Tel: 01279 
466974. 

8 DENBY dinner plates, 
brown, bought 1970, £50. 
Tel: 01279 758353. 


COFFEE TABLE marble 
top ornate metal legs 5ft 
x2ft. £70 Tel: 
07949756219 

TOP QUALITY wooden 
rocking chair, lyr old, 
£75. Tel: 01279 758353. 

3 SEATER SOFA, Aztec 
design, light colours, vgc 
£50. Tel: 07717 800635 

3 SEATER settee, & 
armchair, light red, gc, 
£60. Tel: 01992 581530. 

3-PIECE SUITE , 3 seater 
sofa, 2 chairs, £70ono. 
Tel: 01279 429382. 


Hi-Fi/ 

Stereos 


WASHING MACHINE, 

AEG OKO_LAVAMAT. 
White, environmentally 
friendly, VGC, 400-1400 
spin, 1-5years old, new 
house, no longer 
required, front loading. 
£125.00 Tel: 

07968575654 

SIEMENS washing 

machine. Needs new 
door rubber but is in 
weekly use. 18 months 
old. £20. Tel: 
07753425970 

IKEA KITCHEN TABLE 

and four chairs light wood 
colour 53inch by 30inch 
£30 Tel: 07976567627. 


Advertise your articles for 
sale for just the price of a 


mmm 

for articles £250 or under! 

Just follow these two simple steps.... 

Before telephoning the CLASS ADS numbers, write down all that you 
want your advertisement to say. There is a minimum of 12 words per 
advertisement, but you can have as many CLASS ADS as you need. 
(Remember, strictly one item per telephone call and the item must be 
priced at £250 or less. Any items received that do not carry a price will 
not be published) 

NOW PICK UP THE TELEPHONE AND DIAL 


UNES OPEN 24 HOURS PER DAY SEVEN DAYS PER WEEK 

This service lasts approximately two minutes, plus the length of your message. 

Calls charged at £1 per minute from landlines, mobile charges may vary. Service provided by 
J-Media (UK) Ltd. Please note: extraneous background noise may lengthen the time of your call. 


OR TEXT 

Start your text with HEN then your advert to a maximum of 20 
words. You do not need to add your phone number unless it is dif¬ 
ferent to the mobile used to text the advert. 

EXAMPLE: HEN (Space) G. Plan two piece suite, two seater sofa 
and armchair, super condition £99. 

Charged at £1.50 per text plus normal network charges. Only one item per 
text. 

If you have any queries relating to advertisements placed 
via this service please telephone our 

HELPLINE: 0871 4344131 

OPENING HOURS: 9.00am-5.00pm 

On receipt, we will endeavour to publish in our next available issue. Please allow for a possible two week 
delay. 

This offer is restricted to private articles for sale and does not include articles wanted, pets, cars, motor spares, 
boats, motor cycles, caravans, property or investments, imitation or unlicensed firearms, offensive weapons and 
cannot be cancelled or amended. Advertisements will be deleted where callers name, address and telephone 
number have not be provided. 

Herts & Essex Newspapers Ltd,The Media Centre, 40 Ware Road, Hertford, Hertfordshire SG13 7HU. 
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Lighting 


ELEGANT CEILING & wall 
lights, 2 x 5-arm ceiling 
lights & 2 x 2-arm wall 
lights, excellent condition, 
Verdi green/dark green 
finish, full set or 
individually, £20 per 
ceiling & £8 per wall light 
ono. Tel: 01279 652847. 


PC and 
Multimedia 


KIDS VTECH desktop 
power electronic learning 
computer, keyboard, 
power mains, mouse & 
discs, covers maps, 
science, language, etc, 
age 6yrs plus, ex-Argos 
£70, 2yrs old, vgc, £20. 
Tel: 01992 768824. 
COMPUTER AND 

ATHLON xp 1.6ghz 
256ram 60gb DVD rom, 
CD writer,nvidia 

geforce2,usbx4, b/band, 
Ethernet xp with coa, only 
tower £75 Tel: 
07963990558 
COMPUTER , Dell P3, 17in 
colour monitor, 2 hard 
discs, DVD re-writer, CD 
player, 2 usb, broadband 
ready, lots of 
programmes, business or 
student, £55ono. Tel: 
01992 426035. 

PC DELL Dimension 8400 
Tower, 3 GHz, 1 Gig 
Ddram2, 120 Gb HD, 
DVD-R/RW, 6.1 

Speakers/Sound card, 
k/bd/mse, software, £250 
Tel: 07957571000 
EPSON STYLUS PHOTO 
830 colour inkjet printer 
inc unopened ink 
cartridge. Fully working 
order, excellent condition 
£15 Tel: 07711981399 
COMPUTER INTEL P4 , 
black / silver tower unit, 
monitor etc included , 
broadband ready , ideal 
for any user £120 Tel: 
07949828659 

COMPUTER Pentium 4 
monitor full system 
broadband ready 

windows xp £ 130 Tel : 
07754696017 
XBOX computer, 2 
controllers, 5 games, 
boxed, instructions, £100. 
Tel: 01279 442487. 
PLAYSTATION 
COMPUTER 1 controller, 
1 memory stick, 8 games, 
£40. Tel: 01279 442487. 
CANON FAX-L200 fax 
copier. Works perfectly 
£20 Tel: 07711981399 
LAPTOP COMPUTERS & 
full PC systems for 
sale.Toshiba, IBM, 
Thinkpads, 
Compaq.01279 725300, 
07801 328718 (T). 


Radiators 


RADIATORS call for sizes, 
£10 & £5. Tel: 01920 
463442. 


TVs and Video 
Recorders 


RENT OR BUY 28” 

Widescreen TV £2.50 
p/w. Upgrade to 42” 
Plasma/LCD after 3 
months!. DSS welcome, 
Free Del/lnst/repairs. 
www.dialatv.co.uk Tel 
0845 6039778 

TV/DVD/VIDEO COMBI 
14INC SILVER 

EXCELLENT 
CONDITION HARDLY 
USED INSTRUCTIONS 
INCLUDED £55 01992 
301 774 

SONY DAVSA30 Home 
Cinema Dolby 5.1 
Surround System RDS 
Radio, SACD, Excellent 
condition £85, ono. Tel: 
07944000822 

20 INCH BLACK 
PHILLIPS TV in good 
working order but no 
remove control. Free to a 
good home. Tel.0752 340 
6098 

PHILIPS SLV5400 

wireless sender unit. 
Watch TV in any room 
with signal sent from 
main TV. Boxed as new. 
£20 Tel: .07711981399 

GOODMANS , 42in plasma 
TV, silver, plus stand, 
excellent condition, 
crystal sharp picture, just 
over 3yrs old, only £380. 
Tel: 01279 416957. 

JVC 28” flat widescreen 
TV. Dolby pro logic 
surround sound. Silver. 
Excellent condition. With 
stand and instructions. 
£75. 07929 147483 

SONY 26” TRINITRON flat 
screen television KV- 
29LS30U, quick sale, 
£150 ono. Harlow 07784 
654653. 


Garden Furniture/ 
Ornaments 


JVC TV 32IN flat screen 

with stand & JVC home 
cinema system both with 
remote controls in vgc 
£130 Tel 07837645220 

TOSHIBA 42 INCH rear 
projection TV, in good 
condition, very good 
sound quality, £180 ono 
07747865687 anytime. 

32INCH WIDESCREEN 
silver TV. Excellent 
condition £70. Tel: 
07931251127 

28” TV, silver, with pine 
cabinet. 6 months old, 
perfect working condition. 
£85 Tel: 07778111575 


Table Ware 


SWINGING HAMMOCK 

Oak frame with natural 
colour canopy, including 
deluxe terracotta 

cushions. Excellent 
condition £125 with cover 
Tel: 07956312362 
WHITE UPVC garden 
furniture, large oval table, 
4 reclining chairs, inc all 
cushions, matching 
umbrella with base, only 
£60. Tel: 01279 416957. 


JOHN LEWIS 

SUNLOUNGERS x4. 

Blue. Modern, Italian, 3 
position, adjustable & 
folding. Good as new 
£160 Tel: 07956312362 


TWO WHITE RECLINING 

garden chairs, full length 
cushions, vgc, £20 the 
pair. Tel: 01279 730867. 


GENERAL 

LANDSCAPING 

Paths, Patios and 
Driveways 
Fencing 

Pergolas, Shed Bases 
PLEASE CALL 
01279 454117 
07946 281461 


Top Soil 


SCREENED TOPSOIL 

sand, ballast, shingle and 
crushed concrete, any 
quantity delivered. 01279 
723077 07973 615323 


■30—MFTffE—HAMMER 

MAGS, vgc, no cds, 
covering last 3 years, 
£20, stansted area Tel: 
07769648960 

30 ODD LORD OF THE 
RINGS miniature 

modelling mags, no 
figures, £10, stansted 
area Tel: 07769648960 

FIRST 7 ‘24’ MAGS, vgc, 
£10, stansted area Tel: 
07769648960 


Clothing 
for Girls 


RIDING BOOTS size 3 
and riding crop both good 
condition. £15.00, 01920 
485239 


Garden Maintenance 


BONE CHINA (Noritake 
Tahoe) dinner/tea 

service, white, embossed 
white flower border, very 
pretty, (cost £180), 
excellent condition. £65. 
Hornsea storage jars, 
tea, coffee, sugar plus 3 
general, vgc, £30. Port 
Meirion (Botanical 
Garden) various items, 
all vgc. 07949 753705. 


Telephones and 
Accessories 


SONY ERICSSON W610I 
phone inc 256mb card. 
As new condition, fully 
complete with handsfree. 
£30 Tel: 07711981399 
ARMANI TOUCH SCREEN 
phone brand new 
unopened 200 ono Tel: 
07711257275 


Washing 

Machines/Dryers 


RENTAL APPLIANCES 

washing machines, 
washer/ dryers, tumble 
dryers, dishwashers. 

From £10 per month. 
Deposit required. Clean N 
Easy. 01279 452767/ 

07887 701196 
RENT OR BUY washing 
machines from £2.50 
p/wk. For 


BRICK STONE AND 
PATIO CLEANING 

Steam cleaning, chemical 
cleaning, drain jetting, CCTV 

TELEPHONE 
01279 422752 or 
07860 233343 


WILLOW GARDEN 
SERVICES 

25 yrs experience 
All types of Garden and 
tree work. Maintenance 
and landscaping, 
clearance and tidy-ups, 
lawns and hedges. 
Free estimates and 
quotes 24-7. 

Tel Mr West and Sons 
01279 452431 
07765 107912 


kers & more. Free 
Del/inst/repair DSS 
welcome. Call 0845 603 
9778. www.dialatv.co.uk. 

WASHING MACHINES 
Washer dryers, tumble 
dryers and dishwashers, 
reconditioned from £55. 
01279 452767/ 07721 
637908. 

HOTPOINT AQUARIUS 

tumble dryer, purchased 
November £275 sell £75 
ono. 01279 329306 after 
6pm. 



GARDENS 


GARDEN 

MAINTAINANCE 

Reliable service, grass 
cutting, fencing, hedge 
trimming, pruning, 
garden clearing. 
Telephone PETER 
01279 445085 
Mobile 0788 7783288 


GARDEN 

MAINTENANCE 

Grass cutting, weeding, 
digging, shrub and hedge 
trimming, fencing, tree work, 
decorative stones, turfing and 
rubbish clearances. 

Free estimates 
Mark 

01279 315029 
07832 100156 


D.T.G. GARDEN, TREE 

and fence care. Hedge 
trimming, tree work, 
fencing, turfing. Pressure 
washing, contract 

maintenance. 01279 
416625, 07904 335782. 


GARDEN CARE and 

Maintenance, Strimming, 
Hedges, Grass Cutting, 
Rubbish and Jungles 
Cleared. 07971 436214. 

GARDEN TIDY Lawns, 
hedges and tree pruning. 
Garden clearance and 
maintenance - jungles no 
problem! Prompt and 
reliable service. Fred 
01279 726646 


Garden 

Miscellaneous 


INFLATABLE 14FT POOL, 

filter pump, ladder, 2 
chemical kits, (cost 
£200), used twice, £45. 
01279 506535. 


Garden Tools/ 
Equipment 


LAWNMOWER Qualcast, 
electric turbo 30, rotary, 
grass box, roller for 
stripes, gc, £15. Tel: 
01763 247650. 

GARDEN ELECTRIC 
SHREDDER easy to 
use. very good condition. 
£30. 01279 816767 

JET WASHER Lavor high 
pressure, including 
accessory trolley £50 tel. 
01279 505 507 

MINI JET WASH, £10, 
stansted area Tel: 
07769648960 

FLAMO garden vac £30 
Tel. 01279 505 507 


Fencing and Gates 


DIGGER LANDSCAPES 

Established 1961. 

Specialist in Patios, Driveways, Fencing, 
Ponds, Paving, Turfing, Decking, Pergolas, 
Paths, Clearance, Walling, etc. 

QUALITY WORKMANSHIP. 

NO DEPOSIT REQUIRED 

Payment on completion and satisfaction 

ALL ENQUIRIES WELCOME, FREE ESTIMATES 

01279 658769 07759 884717 


ARGOSS FENCING 
AND PROPERTY 
MAINTENANCE 

Established 1972. 

Fencing, Carpentry, 
Brickwork, Repair Work 
undertaken. 

No job too small. 

All work guaranteed. 

PERGOLAS MADE TO 
ORDER 

For a free estimate 
01279 437006 (anytime) 
07778 899054 (direct line) 
01279 420103 (fax) 
www.argossfencing.co.uk 


HOWE FENCING 
AND SECTIONAL 
BUILDINGS 

WWW. 

howefencing.co.uk 

01920 822055 


ACADAMY FENCING all 

types of fencing and 
property maintenance, no 
job too small, free 
estimates.www.acadamy 
contractors.co.uk 01279 
304664 


Landscape/ 
Design Services 


ASJ FENCING all your 
fencing requirements. 
Prompt, reliable, friendly 
service. Free estimates, 
07843 274118, 01279 
429872 

WILLOW WOVEN edging 
for garden, 8 panels, 
decorative loop top, 46in 
length each, less than 1 yr 
old, £15. Tel: 01763 
247650. 

A. ARCHERS FENCING. 

All aspects of fencing 
work undertaken, New 
work/repairs. Free 
estimates. 01279 324876 


TOTAL 

PAVING 

Specialise in 
Driveways, Patios, 
Print Concrete, 
Paths, Brickwork, 
Fencing, Turfing and 
all other groundwork 
undertaken. 

Free estimates. 

20 years experience. 
No deposit required. 
Payment on 
completion. 

Call 01279 452431 
Mob 07760 363699 


QUALITY 

LANDSCAPING 

All landscaping undertaken. 
Decking, patios, fencing, 
turfing, maintenance, 
driveways, brickwork and 
design service. All building 
work including groundwork. 

Family run company. 

No deposits - Free estimates. 
Large portfolio with 


Call Herts Premier on 

01279 836060 
07790 778829 


STACEY LANDSCAPES 
AND FENCING 

Patios, driveways, turfing, 
decking, fencing, ponds, 
clearance. 

Professional workmanship, 
no deposits required. 

Phone Mr Stacey 
for free estimates 

01279 508776 
07789 546611 


T & T Fencing, decking, 
patios, block paving, 
driveways. 01279 

320998, 07733 010999 


Tree Surgery 


OAKLAND 

Tree & Garden Service 

All types of tree work 
lopping, pollarding, 
hedge trimming, stump 
grinding, all ground 
work, turfing, fencing, 
decking, paving, 

15 years experience in 
work 

FOR FREE ESTIMATE 

01279 411418 
07760 363699 


J.W. TREE SURGEONS. 

All tree work undertaken 
by NPTC qualified tree 
surgeons. Seasoned logs 
for sale. For free 
estimates telephone 
01279 302106, 07931 
137767 anytime. 


Turf Supplies 


CULTIVATED TURF 
SUPPLIES in metre rolls, 
good quality. Rotavating, 
new lawns laid. All hard 
landscaping undertaken. 
01279 718555. 

STADIUM TURF SUPPLY 

Finest quality, weed 
treated, fertilised, in rolls. 
Lawns laid, rotavating, 
free garden quotations. 
01279 870817. 

TURF SUPPLIES Weed 
treated and fertilised, cut 
in rolls, lawns layed, top 
soil available. G Cox 
01279 850495 


FAMILY 


Bicycles 


TOURISMO 20ONE, 26” 

wheels, 21 speed, silver 
& black, aluminium frame. 
Includes lock, lights, 
mudguards. Brand new 
unwanted prize. £120. Tel: 
07811209372 

GIRLS MOUNTAIN BIKE , 

10-15yrs, 24in alloy 
wheels, 18 speed grip 
shift Shimano gears, 
quick release saddle & 
front wheel, £30ono. Tel: 
01920 424353. 

24 INCH BOYS red 

mountain bike, saddle 
split but the rest good 
condition. £25.00, 01920 
485239 

CHILD’S BIKE, Apollo 
chaos, black and yellow 
20” wheel. Excellent 
condition. £55. Tel 01992 
581278. 

BMX , 18in, red & silver, 
aluminium frame, 

excellent condition, 
£60ono. Tel: 07960 
001103. 

LADIES mountain bike. 
Front suspension, 

shimano gears, hardly 
used £60. Tel. 01992 
612876 


Books/Mags 


MANY AMERICAN 
and UK Marvel and DC 
comics (recent and old) 
for sale. Offers. Tel 01279 
730468. 

SELECTION OF 10 

wedding magazines from 
2007. Perfect for helping 
to plan that special day! 
£5 Tel: 07711981399 


Clothing 
for Her 


LAURA ASHLEY canvas 
Visite D’Atelier, white, 
brown & cream, 47 x 
11.5in, cost £100, accept 
£30. Tel: 01279 422842. 

LARGE BAG LADIES 
CLOTHES SIZES 10/12 
NEW LOOK, 

PEACOCKS, NEXT £25 
Tel: 07724143828 

DESIGNER HATS worn 
once, as new, £25ono 
each. Tel: 01438 798348. 


Mobility 


RISE/RECLINE chair, 
beige dralon, cold/heat 
massage, (cost £4,000) 
good condition, £500. 
(Possible delivery), 
Zimmer frame £10.07949 
753705. 

ACORN STAIR LIFT as 

new (cost £2,500), 
including fitting £850. 
Private sale, no time 
wasters 01279 722961, 
07739 432371. 


Nursery 


MAMAS & PAPAS 

highchair. In box with 
instructions. Immaculate. 
£25 Tel 01279 647286 

CHICCO DJ BABY 
WALKER, with 

removable toy tray. Vgc. 
£18 Tel 01279 647286 

MOTHERCARE TEDDY’S 

Wash Day moses basket 
& stand VGC £35.00 Tel: 
07961 431842 

MOTHERCARE TEDDY’S 

Wash Day baby bath & 
top ‘n’ tail bowl VGC 
£10.00 Tel: 07961 
431842 


Prams/ 

Pushchairs/Cots 


DOUBLE PUSHCHAIR 

.SIDE BY 

SIDE,LIGHTWEIGHT 
COMPACT FOLD,RED 
AND 
GREY.FOOTMUFFS 
AND RAINCOVER 
INCLUDED.ONLY USED 
TWICE £90 ono Tel: 
07793147556 

MOTHERCARE TRAVEL 
SYSTEM in blue check 
includes car seat and 
base, raincover, 

footmuffs, matching 
parasol very good 
condition £100 

07794757365 

CARRYCOT & 

PUSHCHAIR silvercross 
style frame, blue/white 
check, sun canopy, cosy 
toes, foot muff, 2 rain 
covers, shopping trolley, 
cost £480, accept £100. 
Tel: 01279 442487. 

BRITAX solo travel 
system, reclining buggy, 
suit from birth, car seat, 
apron, rain cover, 
parasol, navy blue check 
fabric, vgc, £65. Tel: 
01992 420884. 

GRACO travel system, 
pushchair, car seat, 
footmuff, changing bag, 
raincover, baby bath, 
moses basket with stand, 
all for £80, will split. Tel: 
01279 428926. 

JOHN LEWIS antique pine 
drop sided multi-cot, 
buyer collects, easy 
assembly, £40, mattress 
included if required. Tel: 
07717 038127. 

GRACO QUATTRO 
TOURDELUX, all extras, 
£100. Learn and Groove, 
as new, £40. Pine cot, no 
mattress, £30. 07506 
679867. 

MAMAS & PAPAS twin 
aria pushchair including 
rain hood co-ordinating 
footmuff & large baby bag 
£110 excellent condition 
Tel: 07956312362 


PINE CRIB -rocking or 

fixed. Immaculate 

condition with new 
mattress and covers. £35 
ONO. Tel 01279 835011 

COT-BED with large 
storage drawer and 
matching chest of 
drawers. £100. 01279 
423694 

COSATTO STROLLER 

raincover, cosy toes, only 
4mths old, £80. Tel: 
07969 797594. 

URBAN DETOUR 3- 

wheeled travel system, 
£80. Tel: 07969 797594. 

PINE cosatto cot, £50. Tel: 
07969 797594. 


Records/Tapes 
and CDs 


TEAC CD P3200 CD 
player, black, remote 
control, boxed, manual, 
£15. Tel: 01920 424353. 


Toys and 
Games 


LARGE RANGE OF 
RESIDENT EVIL action 
figures, complete with 
accessories. £5 each. Tel 
01279 730468 for list of 
figures. 

SMALL PLAYMOBILE 
CASTLE plus figures, 
vgc, £35, other 
playmobile figures 
available. Tel: 01992 
558546. 

TP ACTIVITY CENTRE 

swing, slide & extension, 
trapeze bar, ring, 
extension bar, gc, £70. 
Tel: 01992 503443. 

TAG-A-LONG TRAILER 
BIKE, Blazer classic for 
3 - 5 year old, excellent 
condition £50 Hertford. 
Tel: 07919653004 

PINK BARBIE SCOOTOR 

with matching helmet. 
Excellent cond. Suit 2-4 
yr old. £25 Tel: 
07704863489 

ELC CLIMBING FRAME, 

tent cover & slide, vgc, 
buyer dismantles & 
collects, £80ono. Tel: 
01920 438009. 

STORM WARRIOR- childs 
electric two seater car, 
new condition, was £200 
accept £120 Tel. 
01279725425 

WOODEN DOLLS HOUSE 

with furniture and figures. 
Lovely condition. £40. 
Tel: 07931251127 



Beauty 


MOBILE NAIL 

TECHNICIAN Manicures, 
pedicures, acrylic, gel 
and Hollywood toes. 
07806 534324 


Camping 


CABANON large 6 birth 
framed tent and all 
equipment ideal first buy 
£150 Tel 01992 469288 


Chiropody 


PATRICIA W00LGR0VE 
MCFHP MAFHP 

Visiting 


FOOT HEALTH 
PRACTITIONER 

Telephone: 01279 325334 
Mobile: 07940 625985 


MOBILE FOOT Health 
Professional. Joanne 
Taylor. MCFHP, MAFHP. 
Foot care in the comfort 
of your own home. Tel: 
01279 830248/ 07970 
673128. 

KEVIN MATTHEWS FOOT 
CARE MCFHP DIPFHT 
MAFHP Sawbridgeworth 
Surgery, home visits 
01279 723202 / 07986 
906918. 



Collectors 

Corner 


GB STAMP 

P R E S E N TAT I O N 

PACKS, 42 in all, vgc, 
1960s to 80s, good for 
starter collection, £45, 
stansted area Tel: 
07769648960 

VINYL FROM 70S TO 80S, 

vgc, albums from £5, vgc, 
call or email 
sandmandodds@ yahoo. 
co.uk for breakdown, 
stansted area or by post 
Tel: 07769648960 

7 TONY HANCOCK 

double cassettes, some 
unopened, great value, 
£15, stansted area Tel: 
07769648960 


Fitness 


PILATES PERFORMER 

exercise machine, ex- 
QVC, video, poster & 
manual, excellent 

condition, £45. Tel: 01279 
442891. 

CROSS-TRAINER FOR 

SALE, ROGER BLACK 
GOLD CROSS 

TRAINER. HARDLY 
USED.V.G.C. £100.00 
PHONE 01279 816770 

AIR TRACK dual action 
treadmill, air resistance 
walkway, £300 new, 
accept £99. Tel: 01992 
636627. 

V-FIT HR2D hydraulic 
rowing machine, as new, 
£25. Tel: 01279 417343 
or 07717 044210. 

EXERCISE EQUIPMENT 

lateral thigh trainer, with 
video, £20. Tel: 01279 
814356. 

KETTLER cross trainer, 
vgc, rarely used, manual 
included, buyer collects, 
£20. Tel: 01279 659869. 

EXERCISE BIKE 

electronic recorder, £20. 
Tel: 01279 814356. 


General 


JJB OLYMPUS sport 
home sprint exercise 
bike, computer 

programmable, LCD 
display, hardly used, less 
than half price, £65. Tel: 
01992 426937. 

LINKSYS WIRELESS 
ROUTER. Boxed as new 
complete with drivers. For 
cable only, not BT. 
Bargain! £20 Tel: 
07711981399 


Golf 


GOLF CLUBS , Galloway 
X20 irons, 8 irons, 
graphite shafts, brand 
new, boxed, £250, no 
offers. Tel: 0208 3661581 
(after 6pm). 

GOLF CLUBS Prosimmon 
Pro Gold, Irons 3-9, SW, 
PW, 3 and 5 woods, plus 
bag, all gc. £60. Tel 
01279 833811 

GOLF CLUBS Taylor 
made cgb max hardly 
used 3 to sw 150 ono Tel: 
07801023715 

GOLF CLUBS mizuno 
comp ct Steel 4 to pw 120 
ono Tel: 07801023715 


Hair Dressing 


TOP SALON TRAINED 

mobile hairdresser, 
modern cuts and colours, 
affordable prices, 

childrens discounts. Jill 
01279 861522, 07923 
516016. 

RELIABLE, QUALIFIED 

mobile hairdresser, very 
reasonable prices. 
Telephone Julie 01279 
323779. 

MOBILE HAIRDRESSER 

For ladies and 
gentlemen. Call Yvonne. 
01279 439911 & 07930 
667905. 

PERSONAL HAIRCARE 

by Wendy. Telephone 
07791 798204. Also 

waxing available 


Holiday Guide 



Close to Norfolk Broads 


LUXURY PINE 
LOG CABIN 
TO LET 

Overlooking fishing lakes, 
Carp up to 30lbs 
Sleeps 6 

Phone 07876 568019 


KESSINGLAND BEACH. 

Near Lowestoft, top 
quality holiday bungalow, 
small private site 
overlooking sea and blue 
flag beach. Telephone 
Tom Hubbard 01603 
742933. 


WELLS-NEXT-THE-SEA 

Norfolk. Warm, Stylish 
Victorian cottage. 

Summer & Winter 
availability. 
www.norfolkdreams.com 
07976 720022 


TUSCANY, ITALY rustic 
medieval house. 

Stunning views near 
Pisa, Florence. 07976 
7 2 0 0 2 2 

www.tuscanlife.co.uk 

DEVON (HONITON) 2 

bedroom town centre 
character cottage with 
garden. 01992 622685 


Luggage 


CABIN TRUNK metal 
faced, sturdy & secure, 
76cm x 46cm x 29cm, 
£20. Tel: 01992 444073. 


Mediums 


SUSAN DEVERE Psychic 
medium/clairvoyant, 1-2-1 
readings, workshops / 
circles, teachings, events, 
party nights. 01279 
428330. 


Introduction Agencies 



SINGLES EVENTS! 

Sparkling Party Nights 
Black Tie Gala Events 
Dinner Discos 
Sunday Lunches + 
Goldstar Introductions in 

Herts & Essex. 

Call Eleanor Now for a 
FREE BROCHURE! 
Freecall 0800 591274 

www.acrosstheroom.co.uk 



SEEKING 

FRIENDS/SOULMATE? 

Evergreen-alternative to 
social clubs / dating 
agencies. 01992 632250. 
www.evergreenagency.c 
o.uk 


Introductions 



LOCAL MAN seeks 
women for female 
company, no strings. 
TEXT 07871 747453 











































































































www.harlowstar.co.uk 


Musical 

Instruments 


TWO GUITARS as new, 
one electric & one 
acoustic, all for details, 
£30 each. Tel: 01920 
422821. 

YAMAHA ACOUSTIC 
GUITAR, hardly played, 
with cover and books, 
£35, stansted area Tel: 
07769648960 

SQUIRE ELECTRIC 
GUITAR, vgc, with cover, 
books and strings, £30, 
stansted area Tel: 
07769648960 

FLUTE. Yamaha 211, 
excellent condition, £250. 
01279 506117 


Sewing & Crafts 


BROTHER industrial 
sewing machine, vgc, 
including large quality 
cottons & attachments, 
£150. Tel: 01920 486609. 


Spiritual 

Guidance 



Tickets 


THE OSMONDS 50th 
Anniversary Tour, 

Wembley Arena, 4 
tickets, Friday 30th May, 
Face value only £44 
each. 01279 

871246/07510 293953. 



4FT TROPICAL FISH tank 
with cupboards under, 
£60 ono. 01279 412417. 


Cats 


CATS needing loving 
homes, tortoise 

shell/white female and 
ginger/white female both 
spayed and fully 
inoculated. Genuine 
enquiries only. 01279 
425506 07947 730310 

CATS PROTECTION 

Harlow, Epping Forest 
and District Branch, has 
cats and sometimes 
kittens awaiting kind 
responsible owners. 
01992 579539. 

GORGEOUS FLUFFY 
KITTENS two boys, litter 
trained, 1 

blue/grey/white, 1 

black/white, £70. 07947 
821400 

KITTENS FOR SALE, 

Beautiful brown, blue and 
silver tabbys from £60 
07852 600187 pm 

KITTENS, pretty, black, 
ready now. 01279 
429996. 


Catteries 


CATS IN CLOVER 
CATTERY 

Ultimate luxury secure 
accomodation, all food 
tastes catered for. 
Nervous, timid and 
temperamental cats 
welcome. 

Heated accomodation, 

24 hour veterinary and 
staff cover. 

01992 469499 

www.catsinclovercatterv.com 


Dog Grooming 


'blooming dogs"' 

Award winning salon, 
City & Guilds 
qualified 

Big ’n’ small, we do 
them all 

Fuss and attention 
guaranteed 

Call Harlow 

V 01279 419000 y 


TOPCOATS 

Animal Grooming Service 

All breeds of Dogs 
welcome 
Free collection 
and delivery in the 
Harlow area 
01279 442059 


MUTZ KUTZ Professional 
Dog Grooming. City and 
Guilds qualified, fully 
insured. Former 

veterinary nurse. Call 
01279 426729, 07706 
253886 

www.mutzkutz.co.uk 

CATWALK DOGS 

Grooming Parlour. City & 
Guilds qualified, 

collection/ delivery. Near 
Ada Cole Stables. 01992 
890090/01279 639195 


Dog Training 


DOG TRAINING. Beginner 
classes every Tuesday, 
6.45pm, Moot Hall, The 
Stow, Harlow. For further 
information, telephone 
01279 830178/305264. 
Harlow & District Dog 
Training Society. Kennel 
Club registered. 


Dogs 


ADORABLE EX-RACING 
GREYHOUND Seeking 
loving homes, please 
phone Elaine. 01279 
501899 or visit, 
www.greyhoundhomer. 
org.uk 

WEINARANER PUPPIES 

pale silver, KC registered, 
fully vaccinated, beautiful 
temperament, father 
show champion, 6 weeks 
insurance. 07946 327289 

ENGLISH SPRINGER 

SPANIELS, established 
breeder since 1975. After 
sale service, both parents 
can be seen. 07974 
603019. Dunmow 

BORDER TERRIER 
PUPPIES, KC 

registered. Home reared, 
good show / pet / work. 
Lovely temperament 
07949 921009 

GORGEOUS WEST 
HIGHLAND puppies. 
Home reared, KC Reg, 
wormed, ready soon. 
£475. 01279 792363. 

BORDER TERRIER 

puppies, KC registered, 
both parents can be 
seen, 01279 731379 

JACK RUSSELL PUPS, 

superb temperament, 
ready now, £195. 01992 
890090. 

BULL MASTIFF PUPPIES, 

two female, full pedigree, 
KC registered, £500. 
01279 428602. 

LABRADOR PUPPIES 

ready now. For more 
details, ring 01279 
777155 or 07591 657233 

CAVALIER PUPPIES 

Excellent temperament. 
Veternary examined. 
Insured. 01992 623895 


Horse Feeds 


HAY, STRAW, CHIPS 

animal and bird feed. St 
Lawrence Farm, 

Nazeing. 01992 892139 


Horse 

Transport 


IFOR WILLIAMS trailer, old 
model, vgc, £800. Also 
box trailer 3ftx4ft £50. 
07702 932085 


Other Pets 


RSPCA Stort Valley 
Branch, has rabbits 
looking for good homes, 
contact Raye 01920 
421786 

www. rspcastortval I ey. o rg 
.uk 


Horse Miscellaneous 


HALUNGBURY HALL 
EQUESTRIAN CENTRE 

BHS Approved 

Riding lessons for beginners, 
advanced, children and adults 

First class horses, teaching 
and facilities 

Tel: 01279 730348 

www.hallingburyhall.com 



The Pet Food Co. 

at Eastwick Lodge 
All your pet needs! 

Jsb 

01279 442388 

www.eastwicklodge.com 


TREVOR FULLER. 

Experienced registered 
Farrier. Day and evening 
appointments available. 
Tel: 07885 186315. 

THE TACK ROOM All 
things equestrian. 01279 
423443 

www.toptackroom.com 


Pet Services 


V.I.PETS 

Professional pet sitting and dog walking 

Our services are tailored to suit the personalised needs 
of your pets 

• Dog walking • Dog & cat sitting 

• Small animal home visit • House sitting 

• Pet taxi (We will take your pet to the groomers, 
kennels or vets to save your time 

Tel: 01279 865733 or 07826 320154 
EMAIL vi.pets@hotmail.co.uk 


PURRFECT PARTNERS. 

Pets fed in your home, 
over eight years 

experience. Professional 
service, references 
available. 
www.purrfectpartners.co. 
uk 01992 713612 / 

08452 308507 


Pet 

Accessories 


WOODEN GUINEA PIG 

cage & run, gc, £10 each 
or £15 the two. Tel: 01992 
462731. 



■ JIMIItfl 


NOTICES 


Pursuant to the 
Trustee Act 1925 
Harold Leslie Blake 
deceased 

NOTICE is given that 
anyone having a claim 
against or any interest in 
the estate of Harold Leslie 
Blake late of 3 
Honeymead, 
Sawbridgeworth, 
Hertfordshire, CM21 OAR 
who died on the 20th April 
2008 is hereby required to 
send particulars thereof to 
the undersigned Solicitors 
before the 18th July 2008 
after which date the 
Executives will proceed to 
distribute the Estate 
having regard only to valid 
claims or interests 
notified. 

Dated 14 May 2008 
Nockolds LLP, 

Market Square, 

Bishop’s Stortford, 
Hertfordshire, CM23 
3UZ 

Ref: CLM/ 


SELL IT! 


ADVERTISE 



your 

MOBILE 

PHONE 

in 

CLASSI¬ 

FIED 

NOW 


Packages starting from 

£ 7.05 


WHEN YOU TELEPHONE 

01279 436231 


INSOLVENCY ACT 1986 


IN BANKRUPTCY 

Bankruptcy Orders have been 
made in the undermentioned 
Courts against the following 
(note: all debts due to the 
estate should be paid to me): 

HERTFORD 
COUNTY COURT 

No. 375 of 2006 RE: PAUL 
CHARLES FALCO Sales 
Executive and lately a 
Company Director, of 11 the 
Chase, Newhall, Harlow, 
Essex, CM17 9JA and lately 
residing at 93 Malkin Drive, 
Church Langley, Harlow, 
Essex, CM17 9HL and 
formerly residing at 52 Burley 
Hill, Church Langley, Harlow, 
Essex, and previously residing 
at 78 Whieldon Grange, 
Church Langley, Harlow, 
Essex, CM17 9WG. I intend to 
pay within four months from 
18 June 2008 (being the last 
day for proving) the first and 
final dividend of 8.04 p/£. 
Creditors who have not yet 
proved their debts must do so 
by 18 June 2008 otherwise 
they will be excluded from the 
dividend. The required proof of 
debt form is available on the 
Insolvency Service website 
(www.insolvency.gov.uk, 
select “Forms” and then form 
6.37). Alternatively, you can 
contact my office at PO Box 
490, Ipswich, IP1 1YR 
telephone 01473 383535 to 
supply a form. 

L Thomas, Official Receiver 
and Trustee, RTLU, P.0. Box 
490, Ipswich IP1 1YR 

No. 233 of 2008 RE: 
CHRISTINE DOROTHY 
STAFFORD an Associate 
Lecturer residing and trading 
as THE LITTLE YELLOW FISH 
COMPANY at 43 Wychford 
Drive, Sawbridgeworth, 
Hertfordshire, CM21 OHA and 
lately at 166 Taylifers, Harlow, 
Essex, CM19 5RQ 

-on 17 April 2008 

No. 247 of 2008 RE: 

CAROLINE FISHER Retired 
residing at 12 Gibb Croft, Fern 
Hill Lane, Harlow, Essex, 
CM18 7JL 

No. 246 of 2008 RE: DENNIS 
FISHER Retired residing at 12 
Gibb Croft, Fern Hill Lane, 
Harlow, Essex, CM18 7JL 

- on 23 April 2008 

No. 252 of 2008 RE: DEAN 
SHAUN CLAMPTON an 

Aircraft Dispatcher residing at 
38 Little Pynchons, Harlow, 
Essex, CM18 7DD. 

- on 28 April 2008 

Mr A Hannon, Official 
Receiver, 2nd Floor, 
Abbeygate House, 164-167 
East Road, Cambridge 
CB1 1DB 


Accounting/ 

Bookkeeping 


accounts4all.co.uk 
can help you 

Professional and 
approachable service. 
Specialists in business 
development, accounts, tax, 
VAT, bookkeeping and payroll. 
Call Peter on 

01992 560146 

for free consultation 


TAX RETURNS, 

Bookkeeping, Reliable 
and efficient service. 
Phone Tracey: 07944 
127064 

ACCOUNTS PREPARED 

tax reduced, fees from 
£200. Will visit. Pearson 
Mckinsey. 01992 450555. 


Aerials 


Aerials Plus 
Satellites 

Digital TV Aerials & All types of work considered 
SAVE £100 on SKY + Local Specialists for 18 years 
NOW from £49 +* For free estimate 

+ install from £40* Call Carl on 01279 654182 

Hurry! Offer ends 30/06/08 call today 07932 163592 



AERIALS 

TV, FM & SAT 
Installed & Serviced 

FREE ESTIMATES 

FREEVIEW 

SPECIALISTS 

01279 306620 

Less 10% with new installations 

Architects 
and Surveyors 


DRAWINGS PREPARED 

for submission to local 
authorities for fast, 
efficient, quality service. 
Established 1969 . . . 
01371 872750 


Business’s 
For Sale 


WELL ESTABLISHED 
SANDWICH DELIVERY 
ROUTE FOR SALE 

Established for 10 years 
Very profitable business, 
refrigerated van inc. 
full handover training. 
Ideal addition to cafe. 
Very easy business to run. 
Takings £7,500 per month. 
Call 07931 503659 / 
01992 525457 


AR GEORGE LTD 

Groundwork and civil 
engineering contractors 

All aspects of works 
carried out. 

Drives, Extensions, 

Car Parks, Drainage, 
Concrete, Block paving 

01992 445065 



KB BUILDERS 

All building work undertaken 

• Patios 

• Pathways 

• All brick work 

• Garden walls etc 

• Concreting 

• Garage conversions 

• Extensions 

Free estimates 

01279 813894/ 
07947 697526 



BROOKSIDE GROUND 
WORKS Block paving, 
patio’s, drives, drainage 
and concreting and 
footings, 01279 777624, 
07743 689413. 


DRAWINGS For Local 
Authority. Approvals, 
extensions, conversions 
etc. 01992 500508 
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SHINGLE Top soil, 
crushed concrete, 
cement. Prompt delivery 
service. 01279 723077 
07973 615323 


BRICKWORK, ROOFING 

drainage, patios, refurb’s, 
lead work, gussetts, 
aprons, flashings. 07866 
916311 Rob Urzel Burns. 


PLANS DRAWN for local 
authority approval, 
extensions, conversions 
etc, 01279 864931 (after 
6pm) 


PLANS for local Authority 
Approvals. Extensions 
and conversions. 01279 
423141 anytime. 


EXTENSION DRAWINGS 

done to planning and 
regulation approval, all 
types of 

drawings. Struct, calcs, 
please call Danny. 07900 
906140 


MJ BUILDERS Extensions, 
brick work, carpentry, roof 
work, plumbing, fencing, 
free estimate. Mark 
01279 734588/ 07957 
133678/01245 420438. 


Bathrooms 


Complete Design through to 
F IVEOA XJ installation service for all 
X^atingi^X your bathroom needs 


Plumbing 8c Heating Work Undertaken 

Tel: 01279 466725/07831 330492 




Bathroom Interior Design 

Free Consultation, Design and Estimate 
VISIT OUR SHOWROOM 

Tel: 01279 722279 

www.bathroomid.co.uk email: info@bathroomid.co.uk 

Allen House, The Maltings, 
Sawbridgeworth, Herts CM21 9JX 


EBP INSTALLATIONS 

Supply and Install 
bathrooms 

• Plumbing • Electrical 
• Plastering • Tiling 
experienced, reliable, 
insurance work welcome, 
free estimates 

01279 866707 
07753 662600 




C.F. Oakes ^ 

Established 45 years 

FOR THE COMPLETE SERVICE 

• Kitchens • Bathrooms • Plumbing • Heating 
• All associated building works carried out by experts to 
the highest standard • Free estimates • Corgi registered 

01279 421182 / 07836 736202 

www.cfoakes.co.uk 


CONSTABLE 

CONTRACTS 

Bathroom Installations 

• Plumbing •Tiling • Electrical 

• All associated building work 

Free advice and quotations 

01279 834892/ 
07710 446385 

Member of the UK Consumer 
Protection Agency 
martin@constablecontracts.co.uk 




Builders and Contractors 




CAPITAL PLANT SERVICES LTD 

MOBILE ON SITE SERVICE 

Fully equipped vehicles covering 
servicing and breakdown requirements 
on all construction equipment and 
lorries. 

Full parts back-up service 

Credit and Debit Card Accepted 

Tel: 020 8807 1672 
Mobile: 07771 602516 - <*> ± 



B Member of M 
Federation il T J 
of Master Kfii 
Builders QiE 

Mitre Construction 


• Extensions 

• Refurbishments 

• Loft conversions 

• All Landscape work 
All work carried out by 

qualified tradesman and fully 


Insurance work undertaken 

For a free quote phone Mark 

01279 734714 
07956 645725 


A.V. Builders 

• Electrical - Corgi Registered 

+ Part P Certified 
• Plumbing - 

Domestic/Commercial + Gas 
Corgi Registered 

• Renovations • Extensions 

• Conversions • Fencing 

• Kitchens • Bathrooms 
All trades qualified 
Tel: 07930 403649 
Tel: 01992 479622 


HOME ALTERATIONS 

General Builders 

• Extensions • Guttering 

• Conservatories • Drainage 

• Garage conversions • Patios 

• Plastering • Decking 

• Decorating • Fencing 

• Double glazing • Sheds 

• General maintenance • Drives 

High quality work at 
competitive prices 
Free estimates, all work 


Call 01279 834380 
Mobile 07970 919895 


BUILDER/BRICKLAYER 

extensions, patios, 

groundwork, 
landscaping, drives, 

repairs & alterations. 
Free Estimates. 01992 
583387, 07919 973963 


D&M LEONARDS 

Household Maintenance 
From Flatroofing to 
driveways and 
everything in 
between. 

No job too big or small 

01279 600671 
07895 575736 


AK GROUNDWORKS 

Mini diggers, 
driveways, patios, 
block paving, footings, 
drainage, landscape, 
resurfacing. 

Grab Lorry hire, drop 
kerbs undertaken. 

Tel: 01279 600973 
Mob 07946 157783 


BRICKLAYER - 40 YEARS 
EXPERIENCE All brick¬ 
work undertaken. Free 
estimates, all work 
guaranteed. 01279 
442318/07957 756423 


Carpentry/Joinery 


G.D.L. JOINERY 

PURPOSE MADE JOINERY 

Doors, windows, staircases, worktops, flooring, 
counters, fitted kitchens and bedrooms. Cabinet makers. 

Unit 3 Esgors Farm, High Road,Thornwood, 
Epping CM16 6LY. 

For a free quotation, 
workshop 01992 571545, 
mobile 07956 829044. 


C.D. CARPENTRY 

Commercial & domestic 
works. Over 25 years 
experience. Kitchens, 
bedrooms, staircases, 
flooring, doors, etc. Free 
estimates. 07766 

484241, 01279 329234. 
Also find me in Yellow 
Pages. 

CARPENTRY SERVICE 

Specialising in internal/ 
external doors and 
frames. Fitting 

kitchens/worktops,lamina 
te flooring, decking, 
fencing. 01992 613262, 
07881 932424. 


CARPENTRY, LOCKS 

FITTED worktops, 
laminate flooring etc, 
Flat-packs, free 

estimates. 01992 

443392/07951 241664 


CARPENTRY Doors, 
floors, windows, 

wardrobes, kitchens 
supplied & fitted. John 
Moore 01279 442264/ 
07958 414519. 


RELIABLE QUALIFIED 

CARPENTER 30 years 
experience, kitchens, 
balustrade staircases, 
doors etc, free estimates. 
01920 420293 

CARPENTRY WORK 

carried out, Mature 
Englishman 37 years 
experience. Free 

estimates. 01279 

324022/ 07785 240660 


CARPENTRY Doors, 
windows, kitchens and 
bedroom furniture fitted. 
Phone Dave 01279 
424061, 07958 484380. 


Carpet Fitting 


RAY HALL 
CARPETS 

Selection of carpets and 
vinyls, refits and adaption 
work, our carpets or 
yours 

FREE QUOTES 
9am to 9pm 
7 days a week 

01279 865262/ 
07986 168966 


Carpet/Upholstery 

Cleaning 


WARWICK CLEANING 

23 years experience . . . 
immaculate reputation! 

Carpets/Rugs/ 
Curtains/Chairs/Sofas 
(incl leather)/ 
Spring Cleans/ 
Deep Cleans/ 
Domestic & Commercial. 
Fully Insured. 
Freephone 
0800 043 4583 


CARPET/UPHOLSTERY 

Cleaning. Quality work 
guaranteed, fully insured, 
24 hours, 7 days a week, 
established 1979. 01279 
793264 or 07836 691680 
(Mobile) 

R.H. CARPET CLEANING 

Stain and odour removal. 
Free estimates. 01279 
865262 / 07986 168966 

EASICLEAN Dry carpet 
cleaning. Call Steve on. 
01279 862567/ 07980 
675577. 


Computer Services 


COMPUTER MARKET 

PC & LAPTOP REPAIR CENTRE 

Virus fix, laptop and PC repairs, networking, internet-setup, TFT 
screens, work-shop call-out on-site visits 

Unit F9 Allen House, The Maltings, 
Sawbridgeworth, Herts CM21 9JX 
Open 10am to 6pm, Monday to Saturday 

01279 725300 


BRILLIANT 
PC REPAIRS 

• FREE On-site Visits ‘Virus Fix 

I * Upgrades • Laptop Repairs ■ 

• Internet/E-mail Set-up • Mac Support I 
• Networking Home/Bus ‘Training etc. 

, 01279 316431 . 
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JS NETWORK SOLUTIONS 

Computer Repairs and Upgrades • Wireless Networking 
• Internet and Email • Installations • Website Design 
• Training and Consultancy • Virus Removal 
• Network support • Remote Access • Lots More! 

07748 117 663 

www.jsnetworksolutions.co.uk 

Home or Business * Available seven days a week between 9am-8pm 


Electricians 


PC Tutor 

Repairs, Tuition 
Upgrades, etc 

Call Steve on 
01279 874848 
07903 367237 

1 hr £25 2 hrs £40 


Curtains and 
Blinds 


GRAYS 

BLINDS 

All Interior and 
Exterior BLINDS 
Home visits 
FREE Fitting 
0800 0743 566 


MADE TO MEASURE 
curtains, blinds, 

Venetians, roller and 
alterations. Professional 
and efficient service. Call 
Val on 01279 316786, 
07861 681634 
BLINDS AND CURTAINS 
Over 35 years 
experience, free 

estimates and advice. 
Call Phil 01992 554369/ 
07850 740923. 


Observer mercury 

Star /At?Advertiser 

GROUP OF NEWSPAPERS 


Discos and 
Live Music 


SOUNDS GOOD DISCO 

All occasions catered for 
including childrens 
parties. Competitive 
prices. Telephone 01279 
421090, 07720 312224. 

NIGHT LIFE DISCO, 17 
years experenice in 
parties and weddings, 
attentive to your needs, 
Call Jay on 01279 
639639 

SOUNDING GOOD Mobile 
disco. Music for any 
occasion. Call Paul 
07803 167055 

www.soundinggood.co.uk 

TRADITIONAL MOBILE 
DISCO’S experienced 
DJ’s for weddings, 30, 40, 
50 and 60th birthdays 
077612 72953 

F B S DISCO Reliable 
competitive rates. 

Parties, Weddings, 
functions, 01279 436621 
/ 07855 032697 

R&M SOUNDS. Mobile 
Disco Specialists. All 
functions, all ages, 
experienced DJ’s. Call 
Andrew 07752 035947 

LOVERS LEAP Disco, 
trusted since the 60’s, 
sensible fees. 01279 
792329. 

FEENIX 197 the disco with 
the big heart and sounds, 
past and present Harlow 
863972 

A.R.C DISCO Your party, 
your music, your choice. 
All occasions Tel: 01279 
503870 

MIDAS DISCO for all your 
party needs. Telephone, 
01279 817554. 


P.R.B 

Electrical Contractors 

All types of electrical work undertaken 
No job too small 
Light fittings to complete re-wire 

24-HOUR EMERGENCY CALLOUT 

NICEIC DOMESTIC INSTALLER 
Part P Registered 
Fire Alarms to BS5839 

Tel: 01279 303044 
07817 223367 


Domestic Appliance Repairs 


WASHING MACHINE REPAIRS > 

HOTPOINT AND PHILIPS SPECIALISTS 
All repairs carried out by factory-trained engineers 
TUMBLE DRIERS • DISHWASHERS • COOKERS 
FRIDGE/FREEZERS, etc plus full 
MICROWAVE repair and test facilities 
SMALL APPLIANCE CENTRE 


Authorised Service Repairers for n 
makes of small appliances 
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WASHING MACHINE 
REPAIRS 

• Hotpoint • Hoover • 
Zanussi • Creda • Indesit etc. 


no call out charge 
free estimates 
same-day service 
1 year guarantee 


Ol 279 864845 
01992 715388 
07786 838391 


EX - MAIN DEALER 

engineer. All makes of 
washing machines / 
fridge freezer / ovens etc, 
repaired in your home. 
01279 831468 


Drainage 


A A DOMESTIC 

APPLIANCE 

REPAIRS 

• Free Estimates 

• No call out charge 

• All work guaranteed 

Washing machines, dryers, 
dishwashers, electric 
cookers, all makes repaired. 

01992 306168 
01279 755244 
07789 658144 


METRO ROD 
DRAIN CARE 

Whatever your drainage 
problem. 

Our engineers deliver the 
most suitable solution 
From rodding, jetting & lining 
We cover all 

01277 369925 
07917 885430 


EX-HOTPOINT 
ENGINEER free 

estimates, washing 
machines, dryers, 
cookers, all makes 
repaired. 01992 306168, 
01279 755244, 07789 
658144 

APPLIANCE REPAIRS 

free estimates, washing 
machines, dryers, 
dishwashers, all makes. 
Same day call out, 
available evenings and 
weekends. 01279 

834460, 07957 102947 

ELECTRIC COOKER 
REPAIRS Specialist. 
Free estimates, no call 
out charges, all makes 
repaired. 01992 306168, 
01279 755244, 07789 
658144 


Dressmaking 


CAROLINE, 

DRESSMAKER/ 

tailoress for couture, 
bridal, christening, day, 
ecclesiastical and 

evening wear. Home 
furnishings and 

alterations. 01279 

438196 


01279 437210 


G. FORSHAW FLOORING. 

All domestic and 
industrial work 

undertaken. Amtico 
registered. Free 

estimates. 01279 

834436, 07875 321673. 

THREE STRIP 

ENGINEERED OAK 
FLOORING Surplus to 


Garage/Garage 

Doors 


Handy 

Persons 


FULLY QUALIFIED, 

reliable Electrician 
NICEIC, Part P 

approved.For all your 
electrical needs;extra 

sockets to fuse 

boards,full re-wire at 

competitive prices. For a 
friendly professional 
service.AJS Electrics on 
01992 574848/ 07824 
388194 

COSY ELECTRICAL 

Reliable, qualified 
Electrician Part P 
approved. All electrical 
work undertaken, work 
certified with full warranty. 
Major cards accepted. 
Free estimates and 
advice. Call 01279 
305409/ 07726 922299 

JH ELECTRICAL NICEIC 
registered. All electrical 
work undertaken by 
qualified electrician. Free 
estimates & advice. Call 
Jack 01279 600109/0800 
118 2523 

A.V. BUILDERS Qualified 
Corgi registered 

electricians. Free 

estimates. 07930 

403649, 01992 479622 

SHOWERS, LIGHTING 

Sockets, extractors, all 
domestic work 

undertaken. 01279 
435272, 07779 218589 

ASPIRE ELECTRICAL, 

www.harlowelectricians.c 
o.uk 01279 423462, 

mobile 07714 188545. 


Entertainers 


| Dingle Bells | 

$ Ice cream van and * 
* candyfloss cart with j 
% snow cone machine 
j All parties and functions j 
% catered for. 

t 07913 269989 
J 07908 556704 

THEMED BOUNCY 

CASTLES & FACE 
PAINTING For 

adults/children, 
www.candycastles.co.uk 
01279 863651. 

A1 RELIABLE DISCO and 

karaoke. All occasion/ 
areas. Childrens parties. 
Short notice bookings. 
Tel: 0800 9567062 

GFC LEISURE / GILL’S 
FUN CASTLES, No.1 for 
inflatable fun, Phone for 
brochure, 01279 432567 
www.gfcleisure.co.uk 

ANDREW BURDEN. 

Childrens Entertainer. 
Magic, Balloon modelling, 
Games and Live Rabbit. 
01707 884498. 

BOUNCY CASTLE HIRE 

Call now for best prices. 
07711 534286. 


Flooring 


AJS GARAGE 

DOORS 

Suppliers of all types of 
Garage Doors, Electric 
Operators 
and Gate Systems 
Fitting and Repair Service 
Available 

Showroom located at 
55 Great Cambridge Road, 
Cheshunt, Herts 
(on A10 at College 
Road Traffic Lights) 

Tel No: 01992 630404 
Mobile: 07710 477866 


MANOR 

GARAGE DOORS 

Garage doors and operators, 
supplied and fitted. All repairs 
undertaken, excellent 
customer satisfaction record. 
No deposits. Local, friendly 
company. 

01279 452628 
01992 830820 

www.manorgaragedoors.co.uk 


HOME 

MAINTENANCE 

SERVICES 

Woodwork, Floors, 
Decorating, kitchens, 
Bathrooms, Plumbing. 
City & Guilds Qualified. 

07871 466060 
01279 418569 


.. .Especially 4.U... 

Local Carpenter/ Handyman 4. 
All the things U want 
Done Now!! 

• Bathrooms • Kitchens • 
Flooring • Tiling • Painting • 
Decking • Plumbing/Electrics 
Repaired • And Altered • 

Gall Steve on 

01992 522161 
07952 675056 


ALL DIY JOBS TAKEN 

ON. Plumbing, bathroom 
suites, no job too small. 
07887 934976, 01279 
433544. 


Heating 


Clarks 

Gas Heating Service 

I am pleased to announce that I have been approved 


E 


This is fantastic news for my customers, it 
demonstrates my commitment to high quality 
work and outstanding customer service. 

Gas, Heating, Service, Breakdown, Cookers, 
Water-heaters, Gas-fires, Power-flush, Landlords, 
Unvented-hot-water, Energy-Efficiency 

Freephone 0800 118 2030 
Home 01279 833960 
Mobile 07971 282258 

CORGI reg 131744 


J . HALLETT & SON HEATING 

EXPERTS IN SERVICING & REPAIRS 
BOILER INSTALLATION SPECIALISTS 




Boiler Servicing 
Boiler Repairs 
Energy efficiency, 
boiler installer 
All domestic gas 
works undertaken. 

Cookers, Combi 
Boilers 

01279 834974 / 07917 323758 


24 hour 
call out 

Fully 

Insured 

Free 

quotes 


Heating/Gas 


J. NEWMAN (S 

Plumbing & 

Heating 

Full central heating 
installations, boiler 
changes, cylinders, s/tanks, 
boiler servicing, system 
repairs, bathroom suites. 
Landlord certificates. 
01279 452251/ 
07738 006877 


GAS ENGINEER / BOILER 
REPAIRS. Installation, 
servicing, energy 

efficiency survey / advice, 
power flushing / fernox 
cleaning. Qualified, 
insured, 25 years 
experience. 1 hour 
response in 

emergencies. Russell 
07739 357498 


LANDLORD SAFETY 

INSPECTIONS from £40. 
Cookers installed, boilers 
serviced. Taps, ballcocks, 
tanks replaced. All 
plumbing and electrical 
work carried out. Corgi 
and NICEIC registered. 
01279 305458, 07803 
932647 


COOKERS, OVENS, 
HOBS, INSTALLED. 

Boiler servicing and 


GAS ENGINEER /BOILER 
REPAIRS. Installation, 
servicing, energy 

efficiency survey / advice, 
power flushing / fernox 
cleaning. Qualified, 
insured, 25 years 
experience. 1 hour 
response in 

emergencies. Russell 
07739 357498 


CORGI REGISTERED 
HEATING ENGINEER, 

all boiler and heating 
systems serviced, 
repaired and installed. 
Other plumbing work also 
undertaken. Telephone 
07836 358318 


House 

Clearance 


HOUSE 

CLEARANCE 

Garages cleared. 
Removals undertaken. 

Rubbish disposal. 

For a prompt, discreet 
service call 7 days a week. 
01279 865567 
07817 443785 
07818 291769 


Household 

Services 


LOOKING 

FOR 

contract, supplied and 
fitted at cost or supply 
only. Call 01279 734160. 

Landlord gas safety 
certificates. All gas and 
plumbing work carried 
out. Corgi registered. 
01279 411316, 07960 
106122 

S. H. Angel 
Cleaning Services 

PUBLIC NOTICES? 

| French I 

Domestic and Office 
cleaning. 

Please call us for an 
excellent service at very 
competitive rates 

07847 965601 
07508 752681 


GO TO 


1 Polishers 



SECTION 

6 


FRENCH POLISHER, 

Insurance claims, tables, 
doors, staircases, new 
and old furniture. 01279 
722712. 

STEPHEN COBIE T/A S C 

Services. Corgi 

registered. All aspects of 
heating. 01279 323693, 
07739 736352. 


Kitchens 


KITCHEN/BEDROOM 

fitter, 30 years 
experience, free 

estimates, good rates, 
other work considered. 
01279 416168. 


Li mo/Private 
Hire Services 


L.A. LIMO’S Established 
locally, 12 years. 
Navigators, Hummers 
and Limo’s. 01992 
447300 


Locksmiths 


PKA LOCKSMITHS 

Emergency lock opening 
Locks fitted and serviced 
Window & Door repairs 
No call out charge 
OAP Discount 
01992 613262 
07881 932424 

PKA Locksmith@hotmail.co.uk 


LADY 

LOCKSMITH 

Emergency door opening 
Police recognised 
Insurance upgrades 
All types of locks supplied and 
fitted 

Free quotes, Fully insured 

Call Keeley 

01279 629083 
07736 929440 


Loft Ladder 
Installation 


LOFT LADDERS Installed. 
Lights, Boarding, 

Insulation, Lofts cleared. 
Free Survey. 

www.artisanloftladders.co 
.uk 01992 633883 


Man and Van 


STRONG MAN 
AND VAN 

Last minute / weekend 
Jobs no probs! 
Friendly, reliable 
service 

077100 31301 


MAN AND 
TRANSIT VAN 
FOR HIRE 

£25 per hour 

Call Steve on 

07779 796113 or 
01920 832231 


MAN AND VAN all most 
anything, anywhere (No 
full house removals) 
Phone 07961 054386, 
GFC 01279 432567 

A LARGE WHITE VAN 
WITH MAN, LWB, high 
top from £30ph minimum 
of 2 hours call for details 
0800 0778876 

ASK MARTIN 07836 
702734. Ring for a quote, 
all considered. 


Music 


CLASSICAL GUITAR 

Tuition, grades 1-8, 
diploma level and music 
theory. Qualified 

Professional BA (Hons). 
Tel 01279 655879 or 
01269 592853 

KEYBOARD, PIANO and 

singing tuition, conducted 
in your own home.Call 
01279 411393/ 07906 
220416 today! 


Painting and 
Decorating 


DEES 

A lickover or a makeover 
Painting and Decorating 
Interior and Exterior 
All work undertaken 
Free estimate 
Call Darren 

01279 453430 
07895 270166 
or 07895 553416 


B.D. LEFLEY 
PAINTER & 
DECORATOR 

Interior/Exterior, Insurance 
and Maintenance work. 
Professional tradesman, 
fully insured. 

Phone for free estimate. 
Brett 07723 061570/ 
01279 721779 



G’s Interior 
Decorating Services 

‘Your Local Painter 
and decorator” 

Fully insured. 

For a friendly, reliable 
service please call 
Gary on 

01279 439301 
07914 601504 



DARREN MARTIN 

PAINTING AND 

DECORATING. Internal, 
external work, free 
quotes, friendly and 
reliable, over 10 years 
experience, fully insured. 
01279 863996, 07989 
391275. 

BELLANY DECORATING 
SERVICES, Interior / 
Exterior painting and 
decorating, professional 
work, complete services, 
free estimates, Call Peter 
01992 307671 / 07831 
337641 

IAN WADDINGTON 

painting and decorating. 
Reliable tidy tradesman. 
Free estimates, 

insurance work 

undertaken. 01279 
722263/07989 794221 

D & S LADY 
DECORATORS No job 

to small, free estimates, 
no pressure, Fully 
insured. Discounted rates 
for o.a.p’s 07928 724038/ 
01279 417836 

N & J DECOR. Husband 
and wife interior and 
exterior painting and 
decorating, general 
maintenance repairs, 
01279 439344, 07957 
637471 07886 379326 

PAINTING/DECORATING 

Interior and exterior, 
reasonable rates, free 
estimates. Telephone 
01279 734351. 

FEMALE PAINTER, 

DECORATOR,reliable, 
free quotes. Call Kay on 
01279 863602, 07986 
531679. 

ALL DECORATING WORK 
UNDERTAKEN inside 
and out. Low prices. 
Martin 01992 719176/ 
07768 720141 


Pest Control 


HUMANE PEST 

CONTROL, all pests 
treated, same day 
service, competitive 
rates, NPTA registered. 
01279 319345 


Plastering/ 

Artexing 


M.W. PLASTERERS 

All aspects of 
plastering including 
pebble dashing, floor 
screeds, coving and 
artexing, plaster over 
old artex, walls and 
ceilings, all insurance 
work taken on. 

All work guaranteed. 
Over 25 years 
experience. 

FREE ESTIMATE 
01279 417882 
07886 025830 


ADVANCED 

PLASTERING 

• All aspects of plastering 

• Artex smoothed over 

• Screeding 

• Insurance quotes 

GNVQ 10 years exp 
Call Trevor 
07889 819267 
01279 864473 


SM PLASTERERS 

17 years experience 

Replastering old walls, dry lining, 
rendering, floor screeding 

Free Estimates 

Top quality work at 
sensible rates 
All work guaranteed 
Will undercut any written 
quotations 

01279 425611 
07949 085365 


e-mail: star@hertsessexnews.co.uk 


IAN HACKER 

PLASTERING 
SERVICES Clean 

tradesman, all aspects of 
plastering undertaken. 
Free estimates and 
insurance work welcome. 
01279 300242 / 07712 
692288 


PLASTERING and 

Artexing. No job too 
small, highest quality, 
lowest prices, 30 years 
experience, all areas 
covered. 01920 438417/ 
07850 140003 


JUST PLASTERING 

clean, reliable service. 
Beautiful smooth finish, 
references available on 
www.justplastering.net 
01279 320016, 07782 
347254 


M. GOLLEDGE Plastering 

Services, 20 years 
experience, free 

estimates and advice. 
01279 860732, 07939 
259952. 

LW PLASTERING 

SERVICES, clean 
tradesman, all aspects of 
plastering undertaken, 
free estimates. 07832 
370818, 01279 418364 
J.M. PLASTERING 

SERVICES All aspects of 
plastering work 

undertaken, also painting 
and decorating. Call for a 
free quote 07961 542547. 
ARTEX, COVING textured 
walls, ceilings also 
skimming for a flat finish. 
Established 26 years. 
01279 416709 
PLASTERER small 

plastering jobs done 
straight away. Telephone 
01279 835630 


Plant Machinery/Hire 


★★★★★★★★★★★★★ ★★ *•★★★★★★★★★★★ 

; MINI DIGGER HIRE : 

t With Driver J 

J Groundworks, Footing etc J 

* Call * 

* 01992 767683 Mob: 07508 803796 * 

★★★★★★★★★★★★★★★*★★★★★★★★★★★ 


Plumbing 


NCS PROPERTY MAINTENANCE 

Registered with CORGI, APHC and the Federation 
of Master Builders 

Plumbing Electrics Fencing Extensions 

Heating Appliance Repair Guttering Conversions 

Boiler Services Tiling Fascia Cladding Plastering 

Drainage Clearance Roofing Decorating Carpentry 

All work guaranteed 
01992 535236 



¥***¥*¥***¥*¥***¥ *L 

* 

All General Plumbing 

LUXURY 

BATHROOMS 

Supplied and fitted 
Discontinued Colours 
Available 

•Carpentry‘Tiling 
• All types of plumbing 
• Aqualisa shower servicing 

CW BANYER 

Fully qualified engineer 

01992 441982 

FREE ESTIMATES 


*.*.*¥** **¥**¥ ¥***¥* 





KSR PLUMBING 
SERVICES 


City and Guilds Level 2 qualified 
Friendly, professional and reasonable 
Free estimates 
24 hour emergency 
- No call out charge 
Call Dave on 


ALL PLUMBING 
& GAS HEATING 

Corgi Registered 
Fully insured 

01920 487442 
07786 936018 


AC PLUMBING 
SERVICES 

General plumbing, 
bathroom and kitchen 
installations and inc. 
tiling 

Free written estimates, 
no job too small 

Tel. 07977 218440 
www.acplumbingservices.co.uk 


07857 309044 
01279 320127 


D. GARRETT 

Plumbing & Heating Services 
Kitchens & Bathrooms 
No call out charge. 
No job too small. 
FREE ESTIMATES 
Call Danny 
07813 078554 
01992 579954 


P.J PLUMBERS, Corgi 
registered, City & Guilds 
plumbing, heating, boiler 
servicing, power flushing, 
landlord safety certificate 
24 hour emergency. 
01992 471767 / 07860 
365547 

& B PLUMBING. 

Kitchen and bathroom 
fitting, emergency callout. 
Free estimates, OAP 
discounts, fully insured. 
No job too small. Call 
Alan, 07956 957048 


LOCAL 

PLUMBER 

Small jobs 
preferred 
No call out fee 
OAP Discounts 

01992 

572574 


AJ 


Plumbing 

Services 


All Plumbing Maintenance 
Leaks, Boilers, Burst Pipes, 
Airlocks, Showers, Bathrooms. 
24 hours, free estimates. 
Guaranteed workmanship. 

Fully insured. 

Corgi registered 220933 

■ 01279 320717 

07989 951676 


PLUMBING (Bathrooms, 
Showers, Toilets) 

Heating / Drainage. 25 
years exp, qualified / 
insured / reliable. 
Reasonable rates and 
discounts. Telephone 
Russell 07739 357498. 
1 hour response in 
emergencies 


ARI PLUMBING & 
HEATING. Insulation, 
servicing, maintenance. 
Professional fully insured 
corgi registered 

company. 01279 420163, 
07930 174471. 

GAS BOILER 

INSTALLATIONS, 
bathroom installations. 
Corgi registered. Phone 
Steve 01992 614543, 
07973 204730 

HOME MAINTENANCE 
SERVICES Bathrooms 
fitted and tiled. City & 
Guilds qualified. 01279 
418569, 07871 466060. 

ABSOLUTE PLUMBING & 
HEATING experienced 
plumber, no job too small, 
great rates. Call 01279 
830603 or 07794 043440. 

BOILER EXCHANGES 

£1250 inclusive. Corgi 
registered, 2 year 
guarantee. Elite Heat, 
07854 047690 

PLUMBER City & Guilds, 
very reliable and 
reasonable rates. 01992 
309836, 07900 256682 
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Property 

Maintenance 


Skip Hire 


li 


SELL IT! 


Painting & Decorating - Domestic & Commercial, 
Interior & Exterior 


General Maintenance - Kitchens, Bathrooms, 
Carpentry Work, Tiling, Plastering and Flooring 
Garden Services - Landscaping, Patios, Paths, 
All types of fencing 
ALL WORK GUARANTEED 
FOR A FREE QUOTE TEL: 01279 505220 
Mob: 07899 788630 

Email: admin@vsmpropertyservices.co.uk 


Removals 


HONEST AND 
RELIABLE MAN 
WITH VAN 

Full house to single 
item 

7 days per week 
Very competitive 

Call Terry on 
07748 115475 


MY VAN AND ME, prompt 
reliable service, no job 
too small, short notice 
delivery, all prices 
negotiable. Tel 01279 
416119, 07954 101534. 

MAN WITH LARGE VAN 
For removals, same day 
express £15/ph. 01279 
323607/ 07790 403037. 

LUTON VAN driver for 
removals, pianos, single 
items. 01992 581530/ 
07976 567627. 


Roofing/Guttering 


HARLOW FELT ROOFING SPECIALIST 

Slating and Tiling • Chimneys and Leadwork 
Guttering and Fascias • Garage Flat Roof • Loft conversions 

INDUSTRIAL AND DOMESTIC 
30 years experience 
OAP discount 
Local references available 


£2 Million Public Liability Insurance (Heat Work Included) 

Telephone: 01279 426644/Mobile: 07860 472135 


TREVILUON ROOFING 

Gutters cleaned from £30 
Gutters renewed, 
repaired, uPVC fascia 
and soffits, flat roof 
specialist, slating, tiling, 
chimneys repointed. 
Established over 25 years 
01279 410308 
07885 934333 


EXTREME 

ROOFING 

Slates, tiles, fascia, lead 
welding chimney pointing, 
guttering, dormers 

Repairs, new/old work 

01279 755130 
07968 703615 

Over 10 years experience 


TV Video 
Repairs 


SOUND AND VISION 

TV,video, Hifi repairs. 
Free estimates, free 
callout. 07899 737508 

ROY’S TV AND VIDEO 
REPAIRS, also satellite 
and hi-fi. competitive 
rates. 01279 792069. 


TV Video 
Services 


PLASMA, LCD, HOME 
CINEMA installation 
specialists.01992 301757 
07961 801488 
www.HomeEntertainment 
Direct.co.uk 


GUTTERS CLEARED 

Serviced, Repaired, 
Replaced. Free quote 
and friendly service, 
seven days. Francis. 
01279 428732, 07984 
055460. 

A. ARCHERS ROOFING & 

GUTTERING All types of 
roofing and guttering 
undertaken and repairs. 
Free estimates call. 
01279 324876 


Rubbish 

Removal 


(ffeOB’S RUBBISH^) 

Rubbish Removal, House 
Clearance, Garden 
Household, Domestic & 
Commercial, we do it all. 

Free Quotes 
Etticient Service 


Rob 07886 813563 
Peter 07973 378158 
\ All areas covered 


MERCEDES LUTON VAN 

and working driver. Local 
and distance work, 
rubbish cleared. For a 
free quote phone Peter 
on 07860 469927 or 
01992 576100. 

VAN WITH DRIVER. 
Removals, rubbish 
clearance, house garden 
01279 816767 / 07811 
319720 


Tilers/Tiling 


GREGORY TILING AND 

BATHROOM specialising 
in wall /floor tiling and 
bathroom fitting. PTS 
certified, high quality and 
reliable service. Call 
Stuart on 07872 075232 

STYLE TILE all aspects of 
wall and floor tiling. 
Friendly, reliable, tidy 
service, insured. Call 
Richard 07515 833758, 
01279 507157 

LOCAL CERAMIC TILER 

bathrooms and kitchens. 
33 years experience. 
Free estimates. Hertford 
01992 550906, 07762 
615049 

TILING 20 years 

experience, all types, 
professional job. For free 
quotes and advice, phone 
Gary 07810 785052 

ROMAN TILING. All wall 
and floor tiling. Friendly, 
reliable, fully insured. 
Free quotation. 07510 
253570. 

CERAMIC TILING 

SERVICE Bathrooms, 
designed and installed. 
Telephone 01279 

724856, 07974 818309 


Upholstery 


monks & SONS 

(UPHOLSTERERS) 

THE FAMILY BUSINESS WITH OVER 65 YEARS 
EXPERIENCE 

ALL WORKMANSHIP GUARANTEED 
FREE ESTIMATES 

FOR A FRIENDLY EFFICIENT SERVICE 
B/STORTFORD (01279) 653331 



COURTLANDS 

WASTE MANAGEMENT 

2-12 yard Skip Hire, 20-40 Yard Roll, On/Off Skips 

Probably The Best Prices Around 

Reliable and Flexible, Domesdc and Trade 

01279 306050 

Established 25 years 
Family run business 


HILL SKIP HIRE 

4, 6, 8,12, 20, 30 & 40 Cubic Yawl Skips 
24 Hour grab service available 

Reclaimed building materials, sand, ballast, top soil, crushed concrete 
and hardcore. Licensed Transfer Station. 

Tel 01279 4S1987 
01992 443569 
Mob 07904 712616 

7 days a week 



ADVERTISE 

your 

TV’s Hi-Fi’s 
or 

COMPUTERS 

in 

CLASSIFIED 

NOW! 

Packages 
starting from 

£7.05 


WHENYOU 
TELEPHONE 

01279 

436231 


CHEAP SKIP HIRE 


BUILDERS L 

* 6/7 YARD * 2-, 3- & 4-YARD MINI/MIDI SKIPS 

* SAND * BALLAST * CEMENT 

* CRUSHED CONCRETE: Type 1 

* WASTE TRANSFER STATION 
* SAME DAY DELIVERY 

, call DAVE at FROOM & CO 

\ www.froom.co.uk 




01992444274 


HUNSDON SKIP HIRE 


Cheap, Quick and Reliable. 
Same day/Next day Service. 
All skips available. 
Domestic or Industrial 


01920 872210 07717 504505 
07768 088688 0800 756 9721 


David Brown 

Skip Hire 

All sizes. Roll on/off containers. 
All areas welcome. 
Domestic or Industrial. 
Licensed Waste transfer station 


01279 417586 / 07802 843100 


W M RECYCLING LTD 

SKIP HIRE** 

CHEAP-QUICK-RELIABLE 


SAME DAY / NEXT DAY SERVICE 


01279 868719 or 01992 890411 

SERVING HERTS & ESSEX 


GREATER 
LONDON WASTE 
DISPOSAL LTD 
SKIP HIRE 

24 hour notice 
All areas covered - 
Domestic & Commercial 

- 4-12 yd skips and 
hook bins up to 40 yd 

- credit/debit cards 

accepted 
Telephone No: 

0208 805 7200 

email: 

info@greaterlondon 

waste.co.uk 



Wedding 

Services 


DAVE SKINNER 

WEDDING 
PHOTOGRAPHY 01279 
439412, 07967 472715 
www.daveskinner- 
photography.co.uk 

WEDDING CAR HIRE Two 

white Roll’s Royce’s, 
white Cadillac Limousine. 
Call Freddie. 07831 
260203. 


HERTS & ESSEX SKIPS 

07980 074688, 07836 
377889 


Tuition 


SELL IT! 




HOME TUITION 

Private tuition at home, all 
ages, primary, GCSE, 
A-Level, adults. 
Qualified and experienced 
tutors in your area. 

For further details and 
advice, please 
telephone: 

Home Education Service 
01462 670396 Empagy 


ADVERTISE 

your BIKES in 
CLASSIFIED 

NOW! 

Packages starting from 

£7.05 


WHEN YOU TELEPHONE 

01279 436231 


i SELL IT! i 

& 

if 

ADVERTISE 

your MOBILE PHONE in CLASSIFIED 

NOW' ft 

Packages starting from t ■ ww 

WHEN YOU TELEPHONE 

01279 436231 






SERVICES 


VOGUE ESCORTS 

Visiting Escort Agency 

Genuine photos online 
30 minute arrival* 

6pm - 6am, 7 days 

0208 367 6312 

Call now for website address 


••••••• 

MATURE 

LADIES 

DAILY 

Open from 
11am-8pm 

01279 419898 
01279 427589 


GENTLEMEN 

LADY NAKED 
CLEANER 

38 year old woman 
to perform light 
household duties. 
Voyeuristic and fun 
experience awaits! 
Call Clare 97526 963439 
I am not an escort. 


DIVORCED no strings fun 
in Harlow, text Sue to 
69996 for pics. PCT 
Box653tw92wz 
£1.50/msg 18+ 

PRETTY PARTY girl, 
youthful, seeking males 
for one off meet ups. 
07081 725129 
GUALIFIED THERAPIST 
Therapeutic massage, for 
relaxation and stress 
relief. 07940 820725 
STUNNING FEMALE 
escort, 22, passionate, 
open minded, can travel. 
07081 789340 
INDULGENCE MASSAGE 
01279 420656 


HARLOW 

ORIENTAL 

DELIGHTS 

Open 10am till 
late 

07760 169844 


★★★★★★★★★★ 

* NEW * 

* 1st Class Luxury * 

* MASSAGE ★ 

* BRENTWOOD * 

* ESSEX ★ 

* 01277 210542 ★ 

* 07790 780266 ★ 

★★★★★★★★★★ 


Suzi 

Be pampered by 
the lovely ‘Angel’ 
(11 am/10pm) 

07972 105152 


HELENA 

0750 0271629 

20 years old 

No witheld 
numbers 

MALE (straight), 38, escort 
for ladies or couples. 
07833 156352 (any time) 
Patrick 

FUN, FRIENDLY escort. 
Call Leanne on 07530 
447859 for details. No 
withhelds please 
TRANSEXUAL GIRL 
07891 316310. 


LOOKING 

FOR 

VETS? 


GO TO 
SECTION 

5 


TABLES 


HARLOW YOUTH COMMUNITY 
FOOTBALL LEAGUE 

Final tables 

Under 9s 



P 

W 

D 

L 

Pt 

Langley Cits Stallions.... 

,22 

20 

0 

2 

60 

Epping Youth. 

Mark Hall Yth. 

.22 

20 

0 

2 

60 

.22 

20 

0 

2 

60 

Langley Cits Trojans. 

.22 

13 

2 

7 

41 

Langley Cits Mustang.... 
Risden Wood. 

.22 

11 

1 

10 

34 

.22 

10 

2 

10 

32 

Waltham Abbey. 

.22 

9 

2 

11 

29 

Harlow Tn Reds. 

.22 

6 

3 

13 

21 

Elsenham Youth. 

.22 

5 

2 

15 

17 

Harlow Town Whites. 

.22 

4 

1 

17 

13 

Saturn. 

.22 

3 

3 

16 

12 

Stansted Juniors. 

.22 

2 

2 

18 

8 

Under 10s - Gold Division 



Abbey Youth. 

.. 14 

12 

1 

1 

37 

Mark Hall Youth. 

..14 

11 

1 

2 

34 

Langley Colts Mustangs 

.14 

9 

1 

4 

28 

Bishop’s StortfordTn... 

.. 14 

7 

4 

3 

23 

Epping Youth A. 

..14 

4 

3 

7 

15 

Risden Wood. 

..14 

2 

2 

10 

8 

Epping Youth B. 

.. 14 

1 

3 

10 

5 

B Stortford Athletic. 

..14 

1 

3 

10 

5 

Under 10s - Silver Division 



Langley Colts Stallions.... 

..16 

14 

1 

1 

43 

Harlow Town Whites. 

.16 

12 

1 

3 

37 

Harlow Town Red. 

..16 

12 

0 

4 

36 

Waltham Abbey. 

..16 

10 

1 

5 

31 

Harlow Town Colts. 

.16 

7 

0 

9 

21 

B Stortford Colts. 

..16 

6 

2 

8 

20 

Kiln Rangers. 

..16 

4 

1 

11 

13 

FC Parington. 

.16 

3 

2 

11 

11 

Epping Youth C. 

..16 

0 

0 

16 

0 

Under 

11s 





Langley Colts Stallions... 

..20 

18 

1 

1 

55 

Ware FC. 

..20 

17 

1 

2 

52 

Harlow Town Colts. 

..20 

14 

1 

5 

43 

Epping Youth. 

..20 

12 

3 

5 

39 

Saturn. 

..20 

12 

1 

7 

37 

Langley Colts Trojans. 

..20 

9 

2 

9 

29 

Waltham Abbey. 

..20 

8 

4 

8 

28 

Apex Youth. 

..20 

6 

2 

12 

20 

Harlow Town Red. 

..20 

3 

1 

16 

10 

Mark Hall Youth. 

..20 

3 

0 

17 

9 

Risden Wood. 

..20 

0 

0 

20 

0 

Under 

12s 





Mark Hall Youth. 

..18 

14 

1 

3 

43 

Langley Colts Trojans. 

..18 

13 

2 

3 

41 

Marquis Sports. 

..18 

12 

3 

3 

39 

Langley Colts Mustangs. 

..18 

11 

3 

4 

36 

Epping Youth. 

..18 

11 

1 

6 

34 

Saturn. 

..18 

9 

1 

8 

28 

Harlow Town. 

..18 

6 

1 

11 

19 

Connaught Rangers. 

..18 

5 

0 

13 

15 

Waltham Abbey. 

..18 

2 

2 

14 

8 

Bishop’s Stortford. 

..18 

0 

0 

18 

0 


HARLOW & DISTRICT 
FOOTBALL LEAGUE 

Up to & incl Sun May 18 


Premier Division 

P W 

Great Parndon CA FC.17 14 

Parndon Royals.18 12 

Maypole Athletic.16 5 

Rouge Lyon.17 5 

Marquis Sports.16 4 

Risden Wood.17 4 

D 

0 

4 

5 

5 

4 

3 

L Pt 

3 42 
2 40 
6 20 

7 20 

8 16 
10 15 

Old Town Athletic.17 

Division One 

3 

3 

11 12 

Old Townmead FC. 

.18 

13 

1 

4 40 

Lindsey Street. 

.18 

13 

1 

4 40 

Harberts FC. 

.18 

12 

1 

5 37 

Risden Wood Res. 

.18 

10 

4 

4 34 

Maypole Athletic Res. 

,18 

9 

2 

7 29 

New Town Rangers. 

.18 

6 

2 

10 20 

Unique. 

.17 

5 

2 

10 17 

Gt Parndon CA Res FC... 

.17 

5 

1 

11 16 

Pollard. 

.18 

5 

0 

13 15 

Altham Grove FC.18 3 

Division Two (final) 

2 

13 11 

Pools Athletic. 

.14 

12 

1 

1 37 

FC Parkside. 

.14 

12 

0 

2 36 

Atletico UG FC. 

,14 

7 

1 

6 22 

Rouge Lyon Res. 

.14 

5 

2 

7 17 

Rhyno Athletic. 

.14 

5 

2 

7 17 

Galaxy FC. 

,14 

4 

0 

10 12 

Eastwick Lions FC. 

.14 

4 

0 

10 12 

A and A. 

,14 

3 

2 

9 11 


Barnes Athletic FC. Withdrawn 


Marquis Sports Res. Withdrawn 


Division Three 


Brookside Athletic FC. 

15 

11 

2 

2 

35 

Risden Wood A’. 

16 

10 

4 

2 

34 

Maiden FC. 

15 

9 

2 

4 

29 

Matching Utd. 

16 

7 

3 

6 

24 

Latton Orient. 

15 

6 

3 

6 

21 

Maypole Sports. 

15 

5 

3 

7 

18 

UG United FC. 

16 

5 

3 

8 

18 

St Germaine. 

16 

3 

2 

11 11 

Harberts Res. 

16 

3 

0 

13 

9 

Talento. 


Withdrawn 


Division Four 




Dynamo FC. 

16 

13 

1 

2 

40 

FC Clark. 

16 

11 

2 

3 

35 

Abbey Albion FC. 

15 

9 

3 

3 

30 

FC Flare. 

16 

8 

2 

6 

26 

Harberts A’. 

16 

8 

2 

6 

26 

Sewardstone Rovers. 

16 

7 

1 

8 

22 

Broadley Common FC. 

16 

4 

3 

9 

15 

Cottingham FC. 

15 

3 

2 

10 11 

Ashfield Albion FC. 

16 

0 

1 

16 

1 

Sharks. 


Withdrawn 


Langley Legends. 


Withdrawn 


Division Five (final) 




Epping Athletic FC. 

16 14 

2 

0 

45 

Matching Utd Res. 

16 

11 

0 

5 

33 

Harberts OB AFC. 

16 

10 

1 

5 

31 

Eppaldo FC. 

16 

9 

2 

5 

29 

Altham Grove Res FC. 

16 

7 

1 

8 

22 

Rouge Lyon A’ FC. 

16 

7 

0 

9 

21 

Brookside Athletic Res FC. 

16 

5 

1 

10 16 

Archers Dart FC. 

16 

2 

0 

14 

6 

Stewards Spartans. 

16 

2 

0 

14 

6 


FOOTPRINT BISHOP’S ST0RTF0RD, 
STANSTED & DISTRICT LEAGUE 

Up to & incl Sat May 17 


Premier Division 





P 

W 

D 

L 

Pt 

Alemite Athletic. 

.22 

21 

1 

0 

43 

North Weald. 

.22 

15 

3 

4 

33 

Quendon Athletic. 

.21 

12 

4 

5 

28 

Pelly House. 

.22 

13 

1 

8 

27 

Old Street. 

.22 

12 

2 

8 

26 

Loughton. 

.22 

10 

3 

9 

23 

White Roding. 

.22 

8 

3 

11 

19 

Hatfield Heath. 

.22 

9 

1 

12 

19 

Birchanger. 

.22 

9 

0 

13 

18 

Debden Res. 

.22 

3 

4 

15 

10 

Potter Street Res. 

.21 

2 

5 

14 

9 

Sheering. 

.22 

2 

3 

17 

7 

Division One 




North Weald Res. 

.26 

19 

3 

4 

41 

Salvation Army (Harlow). 26 

19 

2 

5 

40 

Potter Street A’. 

.25 

16 

4 

5 

36 

Langley Rangers. 

.26 

17 

1 

8 

35 

Thorley Park. 

.26 

15 

3 

8 

33 

Heath Rovers. 

.26 

13 

4 

9 

30 

Avondale Rangers. 

.26 

15 

0 

11 

30 

Sheering Res. 

.24 

14 

1 

9 

29 

Hatfield Heath Res. 

.25 

10 

4 

11 

24 

Dunmow Rhodes. 

.26 

7 

5 

14 

19 

Albury. 

.26 

6 

4 

16 

16 

Thaxted Res. 

.25 

5 

2 

18 

12 

Lower Street. 

.25 

3 

3 

19 

9 

Frontiers. 

.26 

2 

0 

24 

4 


LFC INSURANCE ESSEX OLYMPIAN 
FOOTBALL LEAGUE 

Up to Saturday May 17 


Senior Premier Division 



P 

W 

D 

L 

Pt 

White Ensign (C). 

.... 24 

18 

0 

6 

54 

Takeley. 

....23 14 

5 

4 

47 

Frenford Senior. 

.... 24 15 

2 

7 

47 

Benfleet.. 

.... 24 

14 

3 

7 

45 

Kelvedon Hatch. 

.... 24 

13 

4 

7 

43 

Mountnessing. 

.... 24 10 

5 

9 

35 

Canning Town. 

.... 24 

8 

8 

8 

32 

Harold Wood Ath. 

.... 23 

8 

6 

9 

30 

Epping. 

.... 24 

6 

6 

12 

24 

Galleywood. 

.... 24 

6 

6 

12 

24 

Manford Way. 

.... 24 

6 

5 

13 

22 

B Stortford Swifts.... 

.... 24 

6 

3 

15 

21 

Shell Club (Corr). 

.... 24 

3 

3 

18 

12 


Senior Division One (final) 



P W 

D 

L 

Pt 

Potter Street. 

.. 26 23 

1 

2 

67 

M & B Club. 

.. 26 21 

2 

3 

62 

Ongar Town. 

.. 26 16 

5 

5 

53 

Faces F.C. 

.. 26 15 

3 

8 

48 

Rayleigh Town. 

.. 26 12 

7 

7 

43 

Old Chelmsfordians, 

.. 26 10 

5 

11 

38 

Herongate Athletic.... 

.. 26 10 

7 

9 

37 

Sandon Royals. 

.. 26 10 

5 

11 

35 

Ryan F.C. 

..26 9 

6 

11 

33 

Roydon. 

.. 26 9 

0 

17 

27 

Leigh Ramblers. 

..26 7 

3 

16 

24 

Leytonstone Utd. 

..26 5 

3 

18 

21 

Springfield. 

..26 6 

5 

15 

20 

Stambridge Utd. 

..26 2 

2 

22 

11 


THE LORDS INT’L HERTS & 
ESSEX CRICKET LEAGUE 

Up to & incl Sat May 17 


Division 3 


Harlow Town.... 

. 3 

3 

0 

0 

0 

78 

Woodford Wells IV ...3 

2 

1 

0 

0 

59 

Dunmow II. 

.3 

2 

1 

0 

0 

58 

Sth Loughton II. 

.3 

2 

0 

0 

1 

56 

Elsenham. 

.3 

1 

2 

0 

0 

34 

Essendon. 

.3 

1 

1 

0 

1 

33 

Roding Valley.... 

.3 

0 

2 

0 

1 

19 

Molehill Green... 

.3 

0 

1 

0 

2 

15 

Willingale. 

.3 

0 

1 

0 

2 

14 

Potter Street. 

. 3 0 

Division 5 

2 

0 

1 

13 

Harlow Town II. 

. 3 

3 

0 

0 

0 

78 

Hatfield Heath... 

.3 

3 

0 

0 

0 

78 

Little Munden.... 

.2 

2 

0 

0 

0 

52 

B’s Stortford IV. 

.3 

1 

2 

0 

0 

43 

Stansted Hall II.. 

.3 

1 

2 

0 

0 

39 

Theydon Bois II. 

.3 

1 

2 

0 

0 

38 

Farnham II. 

.3 

1 

2 

0 

0 

33 

Buntingford II.... 

.2 

0 

2 

0 

0 

10 

Newport II. 

.2 0 

Division 7 

2 

0 

0 

3 

Little Bardfield... 

.3 

3 

0 

0 

0 

78 

Chadwell H IV... 

.3 

2 

0 

0 

1 

59 

Abridge. 

.3 

2 

0 

0 

1 

56 

Albury. 

.3 

2 

0 

0 

1 

56 

Three Caps. 

.3 

1 

1 

0 

1 

37 

High Roding III.. 

.3 

1 

0 

0 

2 

34 

Nazeing CII. 

.3 

0 

2 

0 

1 

17 

Harlow Town III . 

. 3 

0 

3 

0 

0 

13 

Langley II. 

.3 

0 

2 

0 

1 

12 

Potter Street II... 

.3 

0 

3 

0 

0 

8 


HOME COUNTIES PREMIER 
CRICKET LEAGUE 

Up to & incl Sat May 17 


Division Two East 



P 

W 

D 

L 

Nr 

Tot 

Hertford. 

,.2 

2 

0 

0 

0 

50 

West Herts. 

,.2 

1 

1 

0 

0 

36 

Harpenden. 

,.2 

1 

0 

1 

0 

32 

Stevenage. 

,.2 

1 

0 

0 

1 

31 

Potters Bar. 

,.2 

1 

0 

0 

1 

31 

Langleybury. 

,.2 

0 

1 

1 

0 

22 

Bishop’s Stortford.., 

,.2 

0 

0 

1 

1 

13 

Sawbridgeworth. 

...2 

0 

1 

1 

0 

13 

H Hempstead. 

,.2 

0 

1 

1 
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Results 


SATURDAY 
MAY 17 

Football 

Bishop’s Stortford, 
Stansted & District 
League, div one: 
prem div: North 
Weald v Old Street 
(Old Street unable to 
raise team). 

Div one: Albury 0, 
Potter Street A 6; 
Hatfield Heath res 1, 
Heath Rovers 1; 
Lower Street 1, 
Thorley Park 1; North 
Weald res 1, Langley 
Rangers 3; Salvation 
Army 6, Dunmow 
Rhodes 3; Thaxted 
Rangers res 2, 
Sheering res 8. 

SUNDAY 
MAY 18 

Harlow and District 
League, prem div: 

Risden Wd 0, Gt 
Parndon CA 2; Old 
Town Ath 1, Marquis 
Sports 2; Rouge Lyon 
3, Parndon Royals 3. 
Div one: Unique 5, 
Pollards 3; Risden 
Wd 4, Gt Parndon CA 
res 0. 

Div three: Maiden 3, 
Maypole Sports 2; 
Brookside Ath 9, UG 
Utd 2. 

Div four: Broadley 
Common 1, Seward- 
stone Rovers 6. 


Fixtures 


SATURDAY 
MAY 24 

Football 

LFC Insurance Essex 
Olympian Football 
League Denny King 
Memorial Cup final: 

Potter Street v Faces 
at White Notley FC 
(KO 2.30pm). 

Bishop’s Stortford, 
Stansted & District 
League, div one: 

Hatfield Heath res v 
Sheering res, Potter 
Street A v Thaxted 
Rangers res. 

Cricket 

Shepherd Neame 
Essex Cricket 
League div two: 

Harlow v Shenfield. 
Div three: Epping v 
Woodford Green. 

2nd XI div two: 
Shenfield v Harlow. 
3rd XI div one: 
Chingford v Harlow. 
4th XI: Harlow v 
Loughton. 

Home Counties 
Premier League div 
two east: 

Sawbridgeworth v 
Hertford. 

Lord’s International 
Herts and Essex 
League, div three: 

Potter Street v 
Elsenham, Roding 
Valley v Harlow Tn. 
Div five: Harlow 
Town II v Little 
Munden. 

Div seven: Harlow Tn 
III v Chadwell Heath 
II, Nazeing Common 
II v Potter Street II. 

SUNDAY 
MAY 25 

Football 

Harlow & District 
League, prem div: 

Risden Wood v Old 
Town Ath, GPCA v 
Rouge Lyon, Maypole 
Ath v Marquis Sports 
(double header). 

Div one: Unique v 
GPCA res. 

Div three: Brook Ath 
v Latton Orient, 
Maypole Sports v 
Maiden. 


Parkside make 
up for title loss 



FC PARKSIDE: Back right, manager Jamie Paterson with his squad, in no particular order, Darren 
Swainston, Dean Patterson, James Wagstaff, Stephen Burfitt, Stuart Weston, Michael King, Darren 
Hudgell, Jamie Moore, Adam Howell, Ross Wright, James Bishop, Tony Gay, John Rogers, Matt Lund, 
Andrew Lund, Karl Chapman Photo: Steve Weemes (GZ43BNZQ01) 



ROUGE LYON RESERVES: Back from left, Dean Perrett, Leighton Campbell (capt), Glen Gurney, 
Mick O'Connor, Owen Campbell, Matt Smith, Calvin Campbell, Darren Holmes, Kieran Whelan 
(manager). Front from left, Matthew Tibbies, Glen Wilson, Steve McIntyre, Alex Herbst, Winston Bego 


FC Parkside 5 r 
Rouge Lyon res 2 

Brookside Ath won 4-3 on pens 
(Harlow & District League, 
Division Two Cup final) 


FC PARKSIDE may have 
missed out on the divi¬ 
sion two title by a solitary 
point but put that behind 
them when their 10-man 
side overcame Rouge 
Lyon reserves to win the 
Division Two Cup final. 

Parkside were already 4-0 
up when midfielder James 
Bishop was sent off on 62 
minutes for alleged violent 
conduct after a fracas with 
Rouge player Matt Smith. 
Smith was booked. 

Earlier, Darren Hudgell put 
Parkside ahead after five min¬ 
utes of Sunday’s clash at 
Barrows Farm when his 35-yard 
chip was pushed onto the bar by 
the Rouge keeper but bounced 
down and crept over the line. 

John Rogers doubled 
Parkside’s advantage on 40 min¬ 
utes, heading home a right-wing 
cross by Ben Patterson. 

Andrew Lund then scored 
twice on 50 and 60 minutes, put¬ 
ting Parkside 4-0 up. 

Tony Gay set up Lund to fire 
home from the edge of the box 
and the player made no mistake 
from the penalty spot after he 
had been fouled. 

After Parkside went down to 
10, Rouge scored on 67 minutes 
when Calvin Campbell fired in. 

However, Parkside went 5-1 
up when Stuart Weston headed 
home a Gay cross from the right. 

At the other end, Darren 
Swainston made two outstanding 
saves before Campbell grabbed 
his second when his 85th-minute 
strike managed to beat the 
Parkside keeper. 


Jamie Patterson, Parkside’s 
manager, said: “We dominated 
until we had a player sent off and 
after that it was even. I am very 
proud of my team.” 


ROUGE LYON RES: O’Connor, 
McIntyre (Gurney 86), Bago, Wilson, 
Herbst, 0. Campbell, Holmes 
(Williams 70), Smith, Tibbies, Perrett 
(C. Campbell 60), L. Campbell. 


Photo: Steve Weemes (GZ43BNZQ02) 

FC PARKSIDE: Swainston, D. 
Patterson (Wagstaff 50), Burfitt, 
Weston, King, Hudgell (Moore 65), 
Howell (Wright 70), Bishop (sent off 
62), Gay, Rogers, A. Lund. 


Hammer time for Mark Hal 



TRIUMPHANT: The Mark Hall squad and management team 
with West Ham star Mark Noble, back centre (s) 


MARK Noble made winning 
a soccer tournament an even 
more memorable experience 
for Mark Hall’s U-8 team - 
by presenting them with the 
trophy. 

The West Ham midfielder 
handed over the silverware 
after the Harlow team won 
six matches and lost one in 
their age group at the Butlins 
football tournament in 
Bognor Regis, West Sussex. 
Hall scored 28 goals with 
cousins Tommy and Danny 
Wickenden netting nine 
apiece, while James Sinclair 
(5), Bradley Russell (2) and 
Bradley Hardy also scored. 
The defence was also 
instrumental in the team’s 
success as they conceded only 
five goals. 

A club spokesman said: “The 
boys did really well. In 
previous years there has been 
an ex-player presenting the 
awards so it was nice to have 
a current player doing it 
whom the boys knew. They 
were really pleased.” 


Mark Hall’s U-10 and U-12 
sides came third and second 
in their respective groups, 
just missing out on the last 
four. Billy Wickenden was the 
top scorer for the U-lOs with 
five goals. 

Two other Mark Hall players 
picked up awards. 


Charlie Shaves (U-9s) 
scooped a ‘magic moment’ 
award for an excellent piece 
of ball control, while Jake 
Goddard (U-14s) gained a 
similar award for scoring a 
hat-trick. 

The U-14 girls team won the 
fair play award, but did not 
reach the final stages. 


Sawbo hold on 
after collapse 

A BATTING collapse marred 
Sawbridgeworth’s draw with 
Langleybury in division two east 
of the Home Counties Premier 
Cricket League. 

The visitors scored 180-9 in 
response to Langleybury’s tally of 
224-8. 

Ryan Cunningham (40) top 
scored for Danny Wilson’s side. 
He also grabbed 4-77 in the 
hosts’ innings. 

Andrew Richardson played 
after returning to the club follow¬ 
ing a spell at Sussex. He played 
for the county team’s second 
string in a win over Derbyshire 
seconds at Derby last week. 

Sawbo host leaders Hertford in 
two days’ time. 

• EPPING’S game at Billericay 
in division three of the Shepherd 
Neame Essex League was aban¬ 
doned due to rain without a single 
ball being bowled. 

Both sides received six points. 


TURN TO PAGE 69 
FOR CRICKET & 
SOCCER TABLES 


Lowers makes Marc 
for leaders Harlow 

Essendon 94, Harlow Tn 95-6 

Harlow Tn won by four wickets 
(Lord's International Herts & Essex Cricket 
League, division three) 

PENETRATIVE bowling from Marc Lowers 
and Ron Yates set up a hard-earned home 
win for division three leaders Harlow Town 
over Essendon. 

They took eight wickets between them after 
Essendon had made a solid start. 

Town quick bowler Ashley Alderson picked 
up a side strain which allowed him just a 
single over. 

However, this was a blessing in disguise for 
Town as it brought Lowers into the attack 
and Essendon slipped from 39-0 to 49-5. 

The visitors never really recovered as they 
staggered to 94 all out with Yates finishing 
off the innings in the penultimate over, by 
taking the final three wickets. 

Lowers took 5-14. 

In reply, Town skipper Goddard mistimed a 
shot and was caught for 0, while fellow 
opener Pat Yates also went cheaply, hitting a 
simple chance into the slips. 

Town then reached 65-6 before Scott 
Alderson (14 not out) and Paul Calver (24 
not out) guided them home. 

In the same division, POTTER STREET 
(109) lost by 152 runs at South Loughton II 
(261-5). 

In division five, unbeaten HARLOW 
TOWN II (206-6) won by four wickets at 
Bishop’s Stortford IVs (205-3) and in 
division seven, HARLOW TOWN III (85) 
lost by 72 runs at Albury (157-6). 

POTTER STREET II (104-9) lost by 39 
runs against visiting Little Bardfield (143-5) 
in division seven. 

Harlow Town’s U-15 team (78-4, Darryl 
Pettengell 44 not out) reached the final of 
the West Essex District Cricket Board 
League Cup after beating Dunmow (77-9) by 
six wickets in the last four. 

Town’s U-16s (212-9, Charlie Coleman 67) 
thrashed Springfield (112, Korey Finch) by 
100 runs. 

Robyn flies home 
with player award 

YOUNG Cross Keys Netball Club player 
Robyn Graham is going from strength to 
strength. 

Robyn represented the Harlow club’s U-14 
team in a national tournament in which they 
came third on 
Sunday. 

The 13-year-old, 
pictured right, who 
plays goal defence, 
was also named the 
outstanding player 
at another 
tournament her 
team competed in 
at Bournemouth in 
Dorset. 

She received a 
signed Team Bath 
shirt from England 
U-21 goal shooter Alexandra Sinclair. 
Robyn’s excellent displays helped Cross 
Keys win the Plate tournament after winning 
all six games. 

Commenting on Robyn’s award for being the 
tournament’s outstanding player, her mother 
Gemma said: “It’s a real achievement to win 
this from so many players.” 

Wood earn reprieve 

BOREHAM Wood have earned a reprieve in 
Harlow Town’s division due to the relegation 
of Halifax Town. 

The Hertfordshire side finished fourth from 
bottom in the Ryman Football League, 
premier division but will escape the drop as 
the leagues are rejigged after the FA dropped 
former Football League side Halifax out of 
the top half of the Non-League pyramid. 
Dartford and Canvey Island have been 
promoted into the Hawks’ division, along 
with Dover Athletic and Tooting & Mitcham. 
Sutton United also switch over after being 
relegated from the Blue Square South. 
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Al's about that for 
a top 20 finish 

ALAN Broughton showed his ability as he 
led home the Harlow Running Club 
contingent at the Midweek Road League 
division two race at Bishop’s Stortford. 

Last Wednesday’s 10km event was the first 
of the series and Broughton came 19th from 
a field of 200 in 37mins, 26secs. 

Other Harlow ru nn ers who clocked under 40 
minutes were Alan Wise (24th, 38:03), 
veteran 50 runner Roy Steven, who belied 
his age to come 31st in 39:09, as well as 
John Evans (39:41, 37th) and John Tennant 
(39:48, 39th). 

Harlow runner Vicky Steadman was 11th in 
the women’s section and 123rd overall in 
45:31. 

Other top 20 female finishes came from 
Dionne Jones (46:10), Sharon Wright (46:10) 
and Jenny Spelling (46:34). 

Harlow finished 5th overall out of seven 
teams and were fifth and third respectively in 
the men’s and women’s sections. 

Other results:- Men - Steve Mackenzie (49th, 40:21); Justin 
Revell (55th, 40:41); Colin Moody (56th, 40:47); David 
Ayling (63rd, 41:39); Jon Steadman (66th, 41:42); Andrew 
Terrell (69th, 41:49); Graham Thomas (74th, 41:58); Rick 
Ricketts (75th, 42:02); John Bull (116th, 44:58); Martin 
McColgan (124th, 45:38); Pasquale Pellecchia (147th, 
47:24); Graham Saville (153rd, 48:05); Mark Jex (222nd, 1 
hour 1 min 59s). 

Women - Anne Kleijwegt (176th, 52:08); Linda Selby 
(184th, 53:14); Anne Soomerville (195th, 55:00), Alison 
Bull (196th, 55:07); Jo Mills (197th, 55:17); Janice Forth 
(205th, 57:40), Debbie Attridge (208th, 58:13); Wendy 
Spring (214th, 59:33); Karen Phillips (228th, 1:03.01). 

• FOUR ru nn ers from Harlow Running 
Club competed in the Baddow 10, part of the 
Essex County Running Championships. 

Alan Wise (1:02.57) and Graham Thomas 
(1:09.00) both registered personal best times. 
Colin Moody (1:05.34) and John Tennant 
(1:06.16) completed the Harlow contingent. 

Star reporter David 
up for press award 

STAR sports reporter David Rimmer has been 
shortlisted in the Press Gazette national 
journalism awards. 

David, 44, has made the last six in the 
regional weekly newspaper category for 
Sports Reporter of the Year. 

The Press Gazette awards will take place at 
the Royal Lancaster Hotel in London on 
Friday June 13, when the wi nn er of David’s 
category will be announced. 

Also shortlisted are: Amanda Little 
(Cumberland News), Eric MacKinnon (West 
Lothian Courier), Jon Colman (Cumberland 
News), Phil Ravitz (Hackney Gazette) and 
Richard Partington (Rochdale Observer). 

It is the first time David has entered the 
Press Gazette awards. 

He first started as a sports reporter on the 
Harlow Star in 1997. 

Star Sports Editor Alan Scott said: “He 
thoroughly deserves this recognition and 
fingers crossed he can win it, although even 
to reach this stage is a wonderful 
achievement. I’m really pleased that his hard 
work has paid off.” 

Ben clinches place 
in national final 

YOUNG Harlow golfer Ben Spong won the 
‘golfability’ charity medal at Canons Brook 
on Saturday. 

His net score of 68 secured a place in the 
national final at Woodhall Spa in 
Lincolnshire later in the year. 

The runner-up spot went to Peter Yarwood 
with a net 69. 

On Sunday, the Elizabeth Way club’s Leslie 
Wood team were knocked out of this year’s 
competition at Benton Hall Golf Club, near 
Witham. 

They lost by 5'Apts to 9Vz pts. 

Acting non-playing team captain Graham 
Brownsell said: “Canons Brook had every 
chance to win the match, but it was purely 
down to the putting on the day.” 

The club were given a walkover in their 
Essex Youth Shield match against Coyne 
Valley Golf Club (Colchester) last Saturday. 
Coyne were unable to field a side against the 
Harlow club. 


Olympics Minister Tessa turns the tables! 


OLYMPICS minister Tessa 
Jowell proved a dab hand 
with a table tennis bat when 
she visited the BATTS club 
at Old Harlow’s Norman 
Booth Leisure Centre. 

Ms Jowell challenged the 
Elderfield club’s youngest 
member Ethan Walsh (5) to 


a quick match, but lost to the 
talented youngster. 

The minister got a tour of 
the complex from club 
secretary Neil Brierley. It 
was recently awarded 
£110,000 from Sport 
England which will revamp 
the old facilities. 


The centre has been chosen 
as a training venue for the 
2012 London Olympics. 

Ms Jowell said: “I was 
impressed by what I saw in 
Harlow, and the amount of 
thought going into making 
sure that the town gets its 
share of the 2012 dividend 


when the Olympics comes to 
London. 

“It is not just a question of 
the Government setting the 
pace, local communities and 
local people have to put on 
their thinking caps to make 
sure they benefit. Harlow is 
doing just that.” 


Medal haul for 
town athletes 



A TEAM of young Harlow ath¬ 
letes with special needs brought 
home a bagful of gold, silver and 
bronze medals after a successful 
trip to a prestigious regional 
tournament. 

Fifteen young athletes from Harlow 
Athletic Club’s all ability sports and 
leisure section, which is supported by 
Harlow Council’s Sports Development 
group, competed in the East Regional 
Disability Athletics Championships in 
Cambridge, on Saturday. 

More than 200 competitors from all over 
East Anglia took part and the Harlow team 
clocked up an impressive tally of 19 gold, 
11 silver and 7 bronze medals. 


The Harlow squad, which included 
wheelchair users and young athletes with 
moderate and severe learning disabilities, 
competed in a range of track and field 
events. 

Many members of the team, aged 
between 10- and 24-years-old, achieved 
personal bests in time and distance, across 
a range of sporting disciplines. 

The event was organised by England 
Athletics and was aimed at giving young 
sport people with special needs the oppor¬ 
tunity to take part in a large, competitive 
event. 

Competitors who achieved a qualifying 
standard in the Championships will be 
invited to join a regional team to compete 
in the national finals in July. 

Helen Offord, the council’s Sports 


Development Officer, said: “Although the 
weather was not at its best, our team per¬ 
formed brilliantly and everyone should be 
very proud of themselves.” 

Anna Huntingdon, whose daughter Rosa 
is a member of the Harlow AC squad, 
added: “The competitors all absolutely 
loved it and I know it’s really a high spot in 
the whole year for them.” 

Young people and adults with special 
needs or physical disabilities can join the 
Harlow Athletic Club’s training sessions, 
which take place every Monday at Mark 
Hall Sportcentre athletics track from 
5.30pm to 6.30pm for 9- to 14-year-olds 
and from 6.30pm to 7.30pm for young 
people aged 15 and above. 

For further information, call Ms Offord, 
on (01279) 446417. 


Soarbeau triumph 


A TWO-horse race ended with 
Soarbeau winning the Harlow 
Industrial & Business Darts 
League (HIBDL) by four 
points. 

Soarbeau came top with 139 
points ahead of second-placed 
Moot House Bulls (135). 

Peter Brown won his second 
HIBDL Masters title in four 
years when he beat league 
newcomer Andy Davidson 
(Moot Bulls) 3-2 in the final. 

The losing semi-finalists 
were Bill Woods (Swift) and 
last year’s champion Mick 
McNally (Moot Bulls). 

Peter Brown won the 
HIBDL singles competition, 
which saw Dave Ockenden 
(Fairways) finish as runner-up. 

The losing semi-finalists 
were Bill Woods (Swift) and 
Gary Barnett (Soarbeau). 

There were also eight 180s, 


six 100-plus finishes and 14 
100-plus starts. 

Brown hit eight perfect 
darts towards a double in a 
‘nine-darter’ but missed the 
bull with the final dart. 

In the pairs, Peter and Colin 
Brown were victorious, while 
Ron Green and Bill Woods 
(Swift A) were runners-up. 

Swift A (Green, Woods, 
Ron Yates, Frankie Byrne) 
won the fours by beating Bulls 
(Mick McNally, Andy 
Davidson, Paul Holloway, 
Martyn Davies) in the final. 
Other results: Team Champion win¬ 
ner - Mick McNally (Bulls A). R/up: 
Alan Webber (Soarbeau). 

Ladies Cup winner - Jackie McNally 



Captain’s Cup final - Gary Barnett 
(Soarbeau) bt Steve Dixon (UG). 


Mick nicks singles win 


MICK McNally (Colts Hatch 
Social) beat Jeff Etherington 
(Servo Hawks) 4-0 in the final of 
the Harlow & District Premier 
Darts League’s singles knockout 
competition. 

The game was much closer than 
the scoreline suggests with 
Etherington leaving himself 50 
in the first leg, before McNally 
stepped in with a 126 outshot. 

In leg two, Etherington just 
missed a 110 outshot and 
McNally finished on 68. 

Third and 4th legs saw McNally 
shoot out on 130 and 100, taking 
the match and singles 
champions title. 

Young players made their mark 
with Dillon Townsend (11), from 
CC Whites, winning his first 
round match against seasoned 
campaigner Frank McGinlay. 
Dillon went out in the 2nd 


round despite scoring his first 
competitive 180. 

Reece Barnett (9), of Young 
Pretenders, also won his first 
round match against veteran 
player Colin Brown (CC Foxes). 
Although a little older, Nathan 
Wilkinson (15), from UG Social, 
impressed by reaching the semi¬ 
final. 

He lost 4-1 to Etherington after 
taking the first leg by shooting 
out on 100. Nathan also hit a 
180 in the final leg. 

Alec Anderson (UG Glass) beat 
Dicky Smith (Young Pretenders) 
3-2 in the singles Plate final. 
With the score at two legs each, 
Smith left himself 32 with 
Anderson back on 116. 

But the Pretender could not 
find the double and Anderson 
triumphed with a double 12. 


Teen's 
spot on 
for first 

MARK Hunt ran a bril¬ 
liant time of 11.2 sec¬ 
onds to secure first place 
in the 100m in a 
Southern Men’s League 
match at Basingstoke. 

The Harlow teenager 
was also third in the 
200m, clocking 22.4s. 

Mark was represent¬ 
ing Chelmsford Athletic 
Club. 

Calvin Barnes won the 
long jump with a leap of 
6.61m. 

In a National Young 
Athletes League match 
at Tonbridge, Kent, 
Harlow’s Aidan Lee and 
Cherice McKay were the 
stars with fine wins. 

Potter Street’s Aidan 
won the discus with a 
throw of 36.13m. 

Cherice took first in 
the shot put with an 
impressive 9.23m. 

The duo were repre¬ 
senting Woodford Green 
AC. 

Aidan and Tom Larkin 
also competed in the 
4x400m. Aidan ran his 
leg in 50.5s. 

Overall the team fin¬ 
ished in 3min 34.2 - just 
a couple of seconds away 
from the Woodford 
Green AC record. 

Tom also took part in 
the U-17 hammer where 
he was 3rd with a per¬ 
sonal best (PB) throw of 
22.38m. 

He also clinched 2nd 
in the 400m (53.2s, PB). 

Harlow’s Sophie Fuhr 
was 4th in the 1,500m in 
5:17 and 4th in the 200m 
(29.3s). 

Harry Docking (U-13) 
was 4th in the 800m with 
a PB of 2:54. 

Dan Yaxley was 4th in 
the 800m (2:10), 4th in 
the 1,500m (4:49) and 
2nd in the 1,500m stee¬ 
plechase (5:36.2). 

Meanwhile, Epping’s 
Kathrine Foy was 2nd in 
a BMC 800m race at 
Watford (2 mins 15.9s). 


MARK HALL 
UNDER 11 

require good 
standard players for 
next season under 
12s 

Phone Peter 
on 07967 353138 
or 01279 303573 


Harlow Town 
Under 14’s 

Next Season 
Cheshunt League 

require 

PLAYERS 

Coach 

CRB checked 


Please phone 
Mark 


07718 589106 


Harlow Town Whites 
Under 13’s 
(for next Season) 
Cheshunt League 

require strong 

PLAYERS 

Train with Level 2 
qualified coach 
CRB checked 

Phone Paul 

07737 468555 

Training on Saturday 
Tamys Dell School 
9.30- 11.30am 
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Sports Editor: Alan Scott (01279) 866367; Reporter: David Rimmer 
(01279) 866375. Email us at scotta@hertsessexnews.co.uk 

Robyn flies home with award 


TEST DRIVE WEEKEND 

Saturday 24th May 


The fantastic New Agila 
has arrived at Motorsales, 


Burnt Mill, Elizabeth Way, Harlow, Essex 
www.motorsalesharlow.co.uk 


Saracens star's rugby insight 


LONG-serving Saracens star 
Kris Chesney gave some 
interesting insights into his 
career at Harlow Rugby 
Club’s sponsors dinner. 
Chesney has been a forward 
at the Guinness Premiership 
club for 13 years and was 
introduced by Rams player- 
coach, his former Eastern 
Counties team-mate Lee 
Harron at Friday’s function. 
The Saracens player paid 
rich tribute to World Cup 
winner and club colleague 
Richard Hill who has just 
retired. 

In a question and answer 
session, Chesney said: “We 
would not have won the 
World Cup without him and 
when he was injured on the 
Lions tour of Australia [2001] 
we lost. 

“His work rate was enormous 
and he was always in the 
right areas at the right time.” 


By DAVID RIMMER 

rimmerd@hertsessexnews.co.uk 


Asked to pick out three top 
players he has played with at 
Sarries, he named Hill plus 
former France international 
Phillippe Sella and former 
South Africa skipper 
Francois Pienaar. Sella’s skill 
and Pienaar’s leadership 
were lauded. 

The top three England 
internationals he has played 
against were Martin Johnson, 
Lawrence Dallaglio and 
Danny Grewcott, he said, 
praising the former two for 
their presence on the pitch. 
Chesney, who is due to play 
for the Barbarians, had the 
opportunity to go to Toulouse 
and although he has stayed 
loyal to Saracens he does not 
rule out playing elsewhere in 
the future. “It’s your job. You 


have to go where the money 
is,” he said. 

Gary Brown won Harlow’s 
Player of the Year award. 
Club chairman Alan 
Brooking received a life 
membership tie for his 
sterling contribution over 
many years. 

Wendy Ellis was presented 
with The Spooner Award for 
services to youth rugby, 
primarily for her work with 
the child protection policy. 
Physio Steve Smith received 
the John Hurley Award for 
services to the club, while 
secretary Chris McFerran 
was given the President’s 
Award for his administrative 
work. 

Other awards went to: Matt 
Branch (third team), Mark 
Wedd (fourth team) and 
Kerry Palmer (social 
secretary and women’s team 
coach). 


Official Government Fuel Consumption Figures mpg (litres/IOOkm) and C02 Emissions (g/km): Agila range: 
Urban - from 21.7 (13.0) to 44.1 (6.4), Extra-urban - from 40.4 (7.0) to 67.3 (4.2), Combined - from 30.7 (9.2) to 
56.5 (5.0). C02 emissions from 135 to 221g/km. 

Offers are available for orders placed between 22.5.08 and 26.5.08, Subject to availability, and are available to 
private individuals and small businesses 1-24 (purchase only). All other sales categories are excluded. Offers 
may not apply to all retailer stocks. UK-supplied vehicles only. (VauxIOIIO). ** On production of this advert. 


INSIGHT: Saracens star Kris Chesney, left, with Harlow Rugby Club 
chairman Alan Brooking and first team captain Nick Ford (Qvwvhjcn-3) 


Come and test drive the stylish 
new model on Saturday 24th May 

FQFF "Supagard on all orders 
rifCC placed over the weekend 

0% FINANCE SfSfc™- 

* Subject to a 50% deposit 

Call us now on 0845 25771941 

to book your test drive — 




Harlow Limited 


SUBLIME bowling from seamer 
Zap Nazir almost brought 
Harlow victory in a tense rain- 
affected match at Loughton. 

Replying to Harlow’s 158, Loughton 
had 25 overs to chase the target. 

Home skipper Mike Hughes made an 
excellent 84, but the side lost nine wickets 
with Nazir taking seven wickets for 45 
runs on Saturday. 

However, Stuart Greenhill, who had 
earlier gone off with an injured ham¬ 
string came back to play out the final 
four balls and clinch a draw. 

Harlow skipper James Butler, playing 
his first league match of the season fol¬ 
lowing a hernia operation, said: “We 
thought we had won before Greenhill came 
back on but I am not too unhappy with the 
result. 

“They [Loughton] are a good side and 
will be pushing for promotion. It was a 
good eight points for us. 

“Zap was the stand-out bowler - he 
bowled superbly and apart from one wick¬ 
et where the players pulled to mid-on, it 
was him getting the batsmen out lbw, 
bowled or catches behind the wicket 


rather than through unforced errors.” 

Loughton won the toss and put Harlow 
in to bat. 

This soon brought rewards as quick 
bowler Kelby Pickering, from South 
Australia, trapped Nilesh Odedra 
lbw for 12. He then bowled 

f Nick Butler for 12 and had 
Waqas Akhtar caught at 
second slip 


b 


FOCUS: Nilesh Odedra 
disappointed with the bat at 
Loughton on Saturday, but 
team-mate Zap Nazir was on song 


Haroon Khan was also dismissed cheap¬ 
ly, leaving Harlow tottering on 40-4. 

However, either side of a rain break 
which meant an early tea and at least an 
hour being trimmed from the playing time, 
Simon Baulcomb and James Butler (15) 
put on a valuable 45. 

Baulcomb batted sensibly to notch 44 
and with most of the lower order making 
small double figure scores, Harlow man- 
to set a competitive target and were 
to neutralise the threat of 

’s 3-59 from 19 overs 
was a commendable return but not a 
match-winning one. 

Butler added: “The Shenfield lads 
said that Pickering had produced a lot 
of pace against them but there was no 
life in the Loughton wicket although he 
did bowl well. 

“Simon Baulcomb batted really well 
for us and the rain break helped us. It 
meant we could play the game at our pace 
and without it they would have had more 
time to get the runs. 

“I am proud of the boys who stood up 
to be counted in tricky conditions against a 
top side.” 
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Harlow 158, 
Loughton 147-9 

Match drawn 
(Shepherd Neame 
Essex League, 
division two) 


Plenty of 
zip for Zap! 

Seven-up bowler brightens gloomy day 
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